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TITLE  lO-ARMY:  WAR  DEPARTMENT 
Chapter  IV — Military  Education 
Part  403 — Promotion  or  Rifle  Practice 

ISSUE  OF  RIFLES,  AMMUNITION,  ETC.,  TO 
SCHOOLS 

In  §  403.1  (b)  (1),  the  following  items 
1,  2,  5  and  6  in  the  table  are  amended  to 
read  as  follows: 

§  403.1  Issue  of  rifles,  ammunition, 
etc.,  to  schools.  •  •  • 

(b)  Kinds  of  eQuipment  to  be  issued. 
(1)  The  arms  to  be  Issued  and  the  ac¬ 
cessories,  appendages,  and  pertaining 
equipment  are  as  follows: 


Ferv- 

loe 

Articles 

Remarks 

0 

Rifle,  U.  S.,  cal.  .30, 
M1003  or  MieoSAl. 

1  per  cadet,  above  the 
age  of  14  years.  Bee 
par.  13e. 

0 

Bayonet,  Ml.. . 

1  per  rifle. 

#  m 

a  0 

0 

Chest,  arm,  M1903 _ _ 

1  per  10  rifles  or  frac¬ 
tion  thereof. 

0 

Scabbard,  bayonet,  M7. 

1  per  bayonet. 

• 

•  • 

•  0 

(43  Stat.  510;  32  U.S.C.  181)  FAR  850. 
100,  May  10, 1940,  as  amended  by  C2,  No¬ 
vember  19,  19451 


[seal]<^  Edward  P.  WlTSELL, 

Major  General, 

Acting  The  Adjutant  General. 

[F.  R.  Doc.  45-21716;  FUed,  Dec.  8,  1946: 
4:25  p.  m.] 


TITLE  24— HOUSING  CREDIT 

Chapter  I— Federal  Home  Loan  Bank  . 
Administration 

[Bulletin  471 

Part  8 — Miscellaneous 

federal  savings  and  loan  ADVISORY  COUNCIL 

Section  8.1  of  the  rules  and  regulations 
for  the  Federal  Home  Loan  Bank  System 


is  hereby  repealed^  effective  as  of  Decem¬ 
ber  3,  1945. 

(Sec.  17  of  FHLBA,  47  Stat.  736;  12  UB.C. 
1437;  sec.  8a,  49  Stat.  294;  12  UB.C.  1428 
(a) ;  E.O.  9070,  7  P.R.  1529) 

This  amendment  is  deemed  to  be  of  a 
minor  character  within  the  meaning  of 
S  8.3  of  the  rules  suid  regulations  for  the 
Federal  Home  Loan  Bank  System. 

Dated:  December  3,  1945. 

James  Twohy, 

Governor. 

Harold  Lee, 

General  Counsel. 
Ormcwd  K  Loomis, 
Executive  Assistant 
to  the  Commissioner. 

[F.  R.  Doc.  45-21700;  Filed,  Dec.  3,  1946; 
8:35  p.  m.] 


TITLE  82— NATIONAL  DEFENSE 

Chapter  VI — Selective  Service  System 
[Operations  Order  62] 

Ohio 

establishment  of  board  or  appeal  area 

Pursuant  to  the  authority  contained 
In  the  Se^lective  Training  and  Service 
Act  of  1940,  as  amended,  and  in  accord¬ 
ance  with  the  recommendation  of  Colonel 
Chester  W.  Goble,  State  Director  of  Se¬ 
lective  Service  for  the  State  of  Ohio,  I 
hereby  order: 

1.  That  the  State  Director  of  Selective 
Service  for  the  State  of  Ohio  is  hereby 
authorized  to  disestablish  the  board  of 
appeal  areas  for  Boards  of  Appeal  num¬ 
bered  1,  2,  3,  4,  5,  6,  7,  8,  and  9  for  the 
State  of  Ohio,  and  to  establish  two  board 
of  appeal  areas,  each  of  which  may  have 
more  than  70,000  registrants  as  the  result 
of  the  first  lustration. 

Lewis  B.  Hershey, 
Director, 

December  8,  1945. 

[F.  R.  Doc.  4&-21719:  FUed,  Dec.  4,  1945: 

10:20  a.  m.] 


CONTENTS 

REGULATIONS  AND  NOTICES 

Civilian  Production  Adminisira- 
tion; 

Bristles  and  bristle  products. 


pigs*  and  bogs’  (M-51) _  14732 

Cans  (M-81) _  14729 

Material  acquired  with  priori-  . 
ties  assistance  or  subject  to 
set-asides,  use  or  disposi¬ 
tion  (M-328.  Dir.  29) _  14728 

Customs  Bureau: 


Marking  of  country  of  origin, 

products  of  Czechoslovakia.  14745 
Federal  Home  Loan  Bank  Admin¬ 
istration: 

Federal  Savings  and  Loan  Ad¬ 


visory  Council _  14727 

Federal  Power  Commission: 

Hearings: 

Natural  Gas  Investigation _  14745 

Pittsburgh  &  West  Virginia 

Gas  Co.  et  al _  14745 

Interstate  Commerce  Commission: 
Bottles,  empty,  and  earth,  un¬ 
loading  at  San  Francisco 

Bay  area,  Calif _ 14745 

Office  of  Price  Administration: 
Adjustments  and  pricing  orders : 
Aircraft  Mechanics,  Inc.  et  al. 

(2  documents) _ 14762, 14764 

Balleart  Punch  Co _  14769 

Bonham  Co.  et  al _  14763 

Buhler,  E.  W.,  et  al _  14763 

Bunning,  W.  H.,  et  al _  14764 

Landers,  Frary  &  Clark 

(Corr.) _ i _  14747 

Standard  Fire  Brick  Co.  et  al.  14762 
Tipp  City  Welding  &  Machine 

Shop _  14746 

United  Metal  Box  Co _  14746 

Woolsey-Muir  Toy  b  Novelty 

Shop  et  al _  14762 

Bovine  animals.  live,  cattle  and 

calves  (MPR  574,  Am.  3) _  14733 

Clothing,  staple  work  (RMPR 

208,  Am.  9) _  14738 

Cotton  threads  (SO  126,  Am. 

10) _  14734 

Dairy  products  (RMPR  289,  Am. 

40) _  14735 

Hogs,  dressed,  and  wholesale 
pork  cuts  (RMPR  148,  Am. 

31) _  14736 

Hogs;Uve  (MFR469.  Am.  18)..  14733 


14721 


14728 


FEDERAL  REGISTER,  Wednesday,  December  5,  1945 


Published  dally,  except  Sundays.  Mondays, 
and  days  following  legal  holidays,  by  the 
Division  of  the  Federal  Register,  the  National 
Archives,  pursuant  to  the  authority  contained 
In  the  Federal  Register  Act.  approved  July  26, 
1935  (49  Stat.  500,  as  amended;  44  UR.C., 
ch.  8B),  under  regulations  prescribed  by  the 
Administrative  Committee,  approved  by  the 
President.  Distribution  Is  made  only  by  the 
Superintendent  of  Documents,  Government 
Printing  Office,  Washington  25,  D.  O. 

The  regulatory  material  appearing  herein  Is 
keyed  to  the  Code  of  Federal  Regulations, 
which  Is  published,  under  50  titles,  pursuant 
to  section  11  of  the  Federal  Register  Act,  as 
amended  June  19,  1937. 

The  Federal  Register  will  be  furnished  by 
mall  to  subscribers,  free  of  postage,  for  $1.50 
per  month  or  $15.00  per  year,  payable  in  ad¬ 
vance.  The  charge  for  Individual  copies 
(minimum  16e)  varies  In  proportion  to  the 
size  of  the  issue.  Remit  check  or  money 
order,  made  payable  to  the  Superintendent 
of  Documents,  directly  to  the  Government 
Printing  Office,  Washington  25.  D.  C. 

There  are  no  restrictions  on  the  republlca- 
tlon  of  material  appearing  in  the  ftensAL 
Register. 


NOTICE 
1944  Supplement 

The  following  books  of  the  1944 
Supplement  to  the  Code  of  Federal 
Regulations  are  now  available  from 
the  Superintendent  of  Documents, 
Government  Printing  Office,  at  $3 
per  copy : 

Book  1:  Titles  1-10,  including  Pres¬ 
idential  documents  in  full 
text. 

Book  2:  Titles  11-32. 

A  limited  sales  stock  of  the  Cumu¬ 
lative  Supplement  and  the  1943 
Supplement  is  still  available  as 
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Administration 
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ments  affected,  issued  under  sec.  2  (a).  54 
Stat.  676,  as  amended  by  55  Stat.  236,  56  Stat. 
177,  58  Stat.  827;  E.O.  9024.  7  F  R.  329;  EO. 
9040,  7  F.R.  527;  E.O.  9125,  7  F.R.  2719;  E.O. 
9599,  10  F.R.  10155;  E.O.  9638,  10  FH.  12591; 
CPA  Reg.  1,  Nov.  5,  1945,  10  FJl.  13714. 

Part  3290 — ^Textile,  Clothing  and 
Leather 

(Conservation  Order  M-328,  Direction  29] 
USE  OR  DISPOSITION  OF  MATERIAL  ACQUIRED 

wfth  priorities  assistance  or  subject 

TO  SET-ASIDES  UNDER  ORDERS  IN  M-328B 

AND  M-388  SERIES 

The  following  direction  is  issued  pur¬ 
suant  to  Conservation  Order  M-328: 

(a)  Purpose.  The  purpose  of  this  direction 
is  to  state  the  rules  governing  the  use  or 
disposition  of  material  acquired  with  priori¬ 
ties  assistance  or  subject  to  set-asides  imder 
orders  in  the  M-388  series,  which  have  ex¬ 
pired,  or  under  schedules  to  Order  M-328B 
when  they  expire  or  are  revoked.  Where  in¬ 
consistent  these  rules  supersede  those  stated 
in  Priorities  Regulation  1,  $  944.11,  or  Di¬ 
rection  5  to  Order  M-388. 

(b)  Material  obtained  with  priorities  as¬ 

sistance.  (1)  Any  manufacturer  of  apparel 
who  was  assigned  a  rating  under  an  order  or 
a  direction  in  the  M-388  series,  or  under  a 
schedule  to  Order  M-328B  which  has  ex¬ 
pired  or  is  revoked,  must  use  all  of  the  fabric 
he  obtained  (prior  to  revocation)  with  the 
rating  to  make  items  of  the  kinds  and  for 
sale  at  the  prices  specified  in  those  orders 
or  schedules,  or  to  fill  AAA,  MM  or  CC  rated 
orders.  '  t 

(2)  Any  other  person  who  got  materials 
with  ratings  assigned  under  an  order  in  the 
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M-seS  series,  or  under  a  schedule  In  the 
M-828B  series  which  has  expired  or  to  re¬ 
voked,  must  use  the  material  to  fill  rated 
orders  received  by  him  in  accordance  with 
Priorities  Regulation  1.  If  he  has  no  rated 
orders,  he  may  use  or  dispose  of  the  material 
in  accordance  with  Priorities  Regulation  1, 
f  944.11,  paragraph  (b). 

(c)  Set-asides.  Set-asides  established  in 
orders  in  the  M-388  series  are  no  longer  ap¬ 
plicable.  However,  material  which  was  sub¬ 
ject  to  any  set-aside  in  orders  in  the  M-388 
series  must  be  used  to  the  extent  required 
to  fill  rated  or  certified  orders  under  the 
schedules  of  Order  M-328B  or  to  fill  other 
rated  orders. 

Issued  this  4th  day  of  December  1945. 

Civilian  Production 
Administration, 

By  J.  Joseph  Whelan, 
Recording  Secretary. 

[F.  R.  Doc.  45-21746;  Filed,  Dec.  4,  1946; 

11:41  a.  m.] 


Part  3270 — Containers 

[Conservation  Order  M-81,  as  Amended  Nov 
30,  1945 J 

CANS 

The  fulfillment  of  requirements  for 
the  defense  of  the  United  States  has 
created  a  shortage  in  the  supply  of  ma¬ 
terials  entering  into  the  manufacture 
of  cans  for  defense,  for  private  account 
and  for  export,  and  the  following  order 
is  deemed  necessary  and  appropriate  in 
the  public  interest  and  to  promote  the 
national  defense. 

§  3270.31  Conservation  Order  M-81 — 

(a)  What  this  order  does.  This  order 
places  limitations  upon  cans  made  of  tin¬ 
plate  or  terneplate.  Cans  made  exclu- 
sively^of  blackplate,  electrolytic  tinplate 
waste-waste,  terneplate  waste-waste, 
terneplate  waste  and  tinplate  waste  are 
no  longer  restricted  by  this  order.  This 
order  no  longer  sets  any  quotas.  This 
order  lists  in  Schedule  A  the  only  prod¬ 
ucts  which  may  be  packed  in  tinplate  or 
terneplate  cans  with  certain  exceptions 
set  forth  in  the  order. 

(b)  Definitions  specifically  for  the 
purpose  of  this  order.  (1)  “Can”  means 
any  unused  container,  made  in  whole  or 
in  part  of  tinplate  or  terneplate,  which  is 
suitable  for  packing  any  product.  The 
term  includes  any  container  which  has 
a  closure  or  fitting,  made  in  whole  or  in 
part  of  tinplate  or  terneplate,  but  does 
not  include  a  glass  container  having  such 
a  closure  or  fitting.  The  term  does  not 
include  fluid  milk  shipping  containers. 

(2)  “Tinplate”  means  steel  sheets 
coated  with  tin  (including  primes  and 
seconds)  and  includes  (i)  electrolytic 
tinplate  in  which  the  tin  coating  is  ap¬ 
plied  by  electrolytic  deposition,  and  (ii) 
hot  dipped  tinplate  in  which  the  tin 
coatings  are  applied  by  immersion  in 
molten  tin.  The  term  includes  hot 
dipped  tinplate  waste-waste,  but  not 
electrolytic  tinplate  waste-waste  or  tin¬ 
plate  waste.  . 

(3)  “Terneplate”  means  steel  sheets 
coated  with  terne  metal  (including 
primes  and  seconds).  The  term  does 
not  include  terneplate  waste-waste  or 
terneplate  waste.  “Terne  metal”  means 
the  lead -tin  alloy  used  as  the  coating  for 
terneplate  but  docs  not  include  lead 


recovered  from  secondary  sources  which 
contains  not  more  than  2^  percent  resid¬ 
ual  tin. 

(4)  “SCMT”  means  special  coated 
manufacturers’  terneplate. 

(5)  “Waste”  means  scrap  tinplate  and 
terneplate  (including  strips  and  circles) 
produced  in  the  ordinary  course  of  man¬ 
ufacturing  cans  and  tinplate  and  terne¬ 
plate  strips  produced  in  the  ordinary 
course  of  manufacturing  tinplate  and 
terneplate.  The  term  also  Includes  tin¬ 
plate  and  terneplate  parts  recovered  from 
used  cans. 

(6)  “Waste-waste”  means  hot  dipped 
or  electrolytic  tin-coated  steel  sheets  or 
steel  sheets  coated  with  terne  metal 
which  have  been  rejected  during  proc¬ 
essing  by  the  producer  because  of  im¬ 
perfections  which  disqualify  such  sheets 
from  sale  as  primes  or  seconds. 

(c)  General  restrictions  on  manufac¬ 
ture,  sale  and  delivery.  No  person  shall 
sell,  manufacture  or  deliver  any  cans 
which  he  knows,  or  has  reason  to  believe, 
will  be  accepted  or  used  in  violation  of 
any  provision  of  this  order. 

(d)  General  restrictions  on  use  of  tin¬ 
plate  or  terneplate  cans.  No  person  may 
use  a  tinplate  or  terneplate  can  for  any 
purpose  other  than  for  packing  the  prod¬ 
ucts  listed  in  Schedule  A  in  accordance 
with  the  size  and  material  limitations 
set  forth  in  that  schedule.  The  only  ex-  • 
ceptions  to  this  rule  are  set  forth  in 
paragraphs  (e)  through  (i). 

(e)  Exceptions  for  SCMT  for  soldered 
parts  of  cans  to  pack  unlisted  non-food 
products.  Cans  made  without  using  any 
tinplate  or  terneplate  except  soldered 
parts  made  of  SCMT  may  be  used  for 
packing  any  non-food  products  not  listed 
in  Schedule  A,  without  restriction  as  to 
size. 

(f)  Exception  for  small  users.  Any 
person  whose  total  use  of  cans  for  pack¬ 
ing  in  any  calendar  year  requires  less 
than  250  base  boxes  of  tinplate  and  terne¬ 
plate  may  use  cans  with  the  soldered 
parts  made  from  0.25  electrolytic  tinplate 
for  packing  products  not  listed  on  Sched¬ 
ule  A,  except  that  he  may  not  use  these 
cans  for  packing  animal  food  (see  para¬ 
graph  (k) ). 

(g)  Exception  for  products  which  are 
not  to  be  sold.  Tinplate  or  terneplate 
cans  may  be  used  to  pack  any  product 
which  is  not  to  be  sold  in  the  same  or 
different  form,  but  this  does  not  permit 
the  use  of  cans  contrary  to  the  other 
provisions  of  the  order  for  the  purpose 
of  advertising  or  promoting  the  sale  of  a 
product. 

(h)  Military  exceptions.  The  use  of 
tinplate  or  terneplate  cans  for  packing 
any  products  not  listed  on  Schedule  A 
and  any  listed  non-food  products  is  per¬ 
mitted  (without  any  size  or  material  re¬ 
strictions)  when  such  cans  are  to  be 
delivered  either  packed  or  empty  to  the 
Army,  Navy,  Veterans’  Administration, 
Maritime  Commission  or  War  Shipping 
Administration  or  to  persons  operating 
vessels  for  the  Maritime  Commission  or 
the  War  Shipping  Administration  for  use 
on  the  vessels. 

(i)  Exception  for  cans  permitted  be¬ 
fore  an  amendment.  Whenever  can 
material  specifications  for  a  product  are 
changed  by  an  amendment  to  this  order, 
any  person  may  pack  that  product  in  any 
can  which  was  permitted  before  the 


amendment  if  the  can,  or  the  tinplate  or 
terneplate  incorporated  in  it,  was  in  his 
Inventory,  in  the  inventory  of  the  can 
manufacturer,  or  in  process  or  in  inven¬ 
tory  at  a  tin  mill  for  the  account  of  the 
can  manufacturer  on  the  date  of  the 
amendment. 

(j)  Completion  and  sale  of  outdated 
cans.  Whenever  can  material  specifica¬ 
tions  for  a  product  are  changed  by  an 
amendment  to  this  order,  a  can  manu¬ 
facturer  must  continue  to  make,  sell  and 
deliver  cans  for  that  product  in  accord¬ 
ance  with  the  former  specifications  and 
must  not  make  any  cans  conforming  ~to 
the  new  specifications  as  long  as  there  is 
available  to  him  tinplate  or  terneplate 
made  for  him  which  was  in  process  at  the 
tin  mill  or  in  its  inventory  for  his  account, 
or  in  his  inventory  on  the  date  of  the 
change. 

(k)  Prohibition  against  use  of  cans 
for  animal  food.  No  person  shall  use  any 
tinplate  or  terneplate  cans  for  packing 
any  food  which  is  not  intended  and  suit¬ 
able  for  human  consumption.  The  use 
of  such  cans  for  animal  and  pet  food  is 
not  permitted. 

(l)  Certificate  for  deliveries  of  tin¬ 
plate  or  terneplate  cans.  No  can  manu¬ 
facturer  shall  "make,  sell  or  deliver  any 
tinplate  or  terneplate  cans  unless  he  has 
received  from  the  purchaser  a  certifi¬ 
cate  signed  manually  or  as  provided  in 
Priorities  Regulation  7.  This  certificate 
shall  be  in  subi^^antially  the  following 
form  and  once  filed  by  a  purchaser  with 
a  supplier,  covers  all  future  deliveries 
from  the  supplier  to  that  purchaser. 

The  undersigned  purchaser  certifies,  sub¬ 
ject  to  criminal  penalties  for  misrepresenta¬ 
tion,*  that  he  is  familiar  with  Order  M-81  of 
the  Civilian  Production  Administration,  and 
that  all  purchases  from  you  of  Items  regu¬ 
lated  by  that  order,  and  the  use  of  the  same 
by  the  undersigned,  will  be  in  compliance 
with  that  order. 

If  a  certificate  in  substantially  the 
above  form  has  been  received  from  a 
purchaser  before  November  16,  1945,  no 
additional  certificate  is  required  from  the 
purchaser. 

(m)  Appeals.  Appeals  from  this  or¬ 
der  shall  be  filed  by  addressing  a  letter 
in  triplicate  to  the  Civilian  Production 
Administration,  Washington  25,  D.  C., 
Ref:  M-81.  The  letter  of  appeal  need 
not  follow  any  particular  form.  It 
should  state  informally,  but  completely, 
the  particular  provisions  appealed  from, 
the  precise  relief  desired,  the  reasons 
why  denial  of  the  appeal  would  result 
in  undue  and  excessive  hardship,  and 
such  other  statistical  and  narrative  in¬ 
formation  as  may  be  pertinent. 

(n)  Communications.  All  communi-, 
cations  concerning  this  order  shall,  un¬ 
less  otherwise  directed,  be  addressed  to: 
Civilian  Production  Administration, 
Washington  25,  D.  C.,  Ref:  M-81. 

(o)  Violations.  Any  person  who  wil¬ 
fully  violates  any  provision  of  this  order 
or  who,  in  connection  with  this  order 
wilfully  conceals  a  material  fact  or  fur¬ 
nishes  false  information  to  any  depart¬ 
ment  or  agency  of  the  United  States  is 
guilty  of  a  crime,  and  upon  conviction 
may  be  punished  by  fine  or  imprison¬ 
ment.  In  addition,  any  such  person  may 
be  prohibited  from  making  or  obtaining 
further  delivery  of,  or  from  processing 
or  using,  material  under  priority  control 
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and  may  be  deprived  of  priorities  assist¬ 
ance. 

Is.sued  this  30th  day  of  November  1945. 

Civilian  Production  Administration, 
By  J.  Joseph  Whelan, 
Recording  Secretary, 

SCHEOULB  A 

Note:  Schedule  A  amended  Nov.  30,  1945. 

Column  1.  Listed  products.  Listed  In  this 
column  are  the  only  products,  except  as  pro¬ 
vided  In  paragraphs  <e) ,  (I) ,  (g) .  (h) ,  and  (1) 
of  the  order,  which  may  be  packed  In  tinplate 
or  terneplate  cans. 

Column  2.  Can  sizes.  This  column  Indi¬ 
cates  the  permitted  sizes  of  cans,  except  that 
any  person  may  use  for  packing  any  listed 
product  a  can  which  is  larger  than  the  largest 
listed  size  for  packing  that  product.  The  size 
restrictions  In  this  column  also  apply  to  cans 
to  pack  the  listed  products  which  are  de¬ 


livered  to  the  agencies  and  persons  listed  in 
paragraph  (h).  Wherever  the  can  size  Is 
specified  by  weight,  the  weight  referred  to 
shall  be  net  weight  of  the  contents  of  the 
can.  Other  can  sizes  are  described  in  the 
terminology  common  to  the  Industry  such  as 
“cylinder”,  “picnic",  “oval”,  “drawn”,  “tall”, 
“2”,  ”10”,  “8z”,  etc. 

Columns  3  and  4.  Can  materials.  These 
columns  specify  the  materials  permitted  for 
the  soldered  and  nonsoldered  parts  of  the 
tinplate  or  terneplate  cans  for  each  of  the 
listed  products.  Any  person  may  also  use  for 
packing  a  listed  product  such  cans  with  a  tin 
coating  lighter  than  that  specified  for  that 
product.  Hot  dipped  tinplate  waste-waste 
may  be  used  wherever  0.50  or  heavier  tinplate 
is  specified.  The  material  restrictions  In  this 
column  also  apply  to  cans  to  pack  the  listed 
food  products  which  are  delivered  to  the  per¬ 
sons  specified  in  paragraph  (h).  Wherever 
“CTB”  (chemically  treated  blackplate)  is 
specified  for  food  products  0.50  electrolytic 


tinplate  may  be  substituted  where  such  cans 
are  to  be  delivered  to  the  Army  or  the  Navy 
for  overseas  use;  however,  where  in  such  cases 
the  cans  are  to  pack  listed  meat  products,  1  i25 
tinplate  may  be  substituted.  When  only  a 
figure  Is  given  in  Ck>lumn  3  or  Column  4.  this 
means  that  only  tinplate  may  be  used  for 
the  part,  and  the  figure  given  indicates  the 
maximum  weight  of  tin  coating  per  single 
base  box.  Menders  arising  in  the  production 
of  electrolytic  tinplate,  which  have  been  hot 
dipped  with  a  maximum  tin  coating  of  1.25 
pounds  per  base  box,  may  be  used  wherever 
0.50  or  heavier  tinplate  is  specified  In  this 
column.  Menders  arising  in  the  production 
of  electrolytic  tinplate  which  have  been  con¬ 
verted  into  SCMT  may  be  used  wherever  0.25 
or  heavier  tinplate  is  specified  in  this  order 
for  nonfood  cans.  When  a  scored  can  is  used 
to  pack  any  of  the  meat  products  listed  in 
this  schedule,  1.25  tinplate  may  be  vised  for 
the  body  of  the  can. 


Can  materials 

Product 

(1) 

Can  sixes 

(2) 

Soldered 

parts 

(3)  - 

Non¬ 

soldered 

parts 

(4) 

FRUIT  AND  FRUIT  PRODUCTS 

1.  Apples,  including  crabapples . 

10 . 

1.80 

O.-IO 

10 . 

l.-V) 

l.-W 

2,  3  cyl  ,  10 _ 

1.60 

0.60 

4.  Apple  sauce,  including  sauce  from 
crabapples. 

2,  10 . 

1.60 

0.50 

2H,  10 . 

I..** 

1..50 

6.  Bananas...... _ _ _ _ _ 

2,  lO . 

1.25 

1.25 

2,  2H,  10 . 

1.50 

1.50 

2,  2H,  10 . 

1.50 

1.50 

9.  Citru.s  concentrates . . 

6Z,  fpicnic,  2,  2J4,  10 _ 

1.25 

1.25 

5  gal.... _ .... 

1.25 

1.25 

300 . 

L.-iO 

1.50 

12.  Dehydrated  fruits,  except  prunes.. 

2 . 

0.50 

0.60 

13.  Dehydrated  prunes . 

2 . 

1.26 

1.25 

10 . 

l.-W 

0.50 

2K  10 . 

1.50 

0.50 

30lb . 

0.50 

0.60 

17.  Fruits,  mixed,  and  fruits  for  salad. 

2H.  10 . 

1.50 

0.50 

18.  Grape  Juice  and  grape  pulp . 

8  gal . 

1.50 

1.50 

2.  3  cyl.,  10 . 

1.25 

1.25 

20.  Graindruit,  orange  or  mixed  seg- 

2,  3  cyl.,  10 . 

1.26 

1.25 

ments. 

21.  Jams,  jellies,  marmalades  and  pre- 

10 . 

1.50 

1.60 

serves. 

6Z,  8Z  Tall,  2, 10 . 

-  1.26 

1.25 

23.  Lime  juice........... _ _ _ _ 

6Z,  hZ  Tall,  2,  10 . 

1.25 

1.25 

1.50 

0.50 

1  tall,  2^,  10 . 

1.60 

1.50 

26.  Orange  juice . . . . . .... 

2,  3  cyl.,  10 . 

1.25 

1.25 

27.  Orange-grapefruit  juice _ _ _ _ 

2,  3  cyl.,  10 . 

1.25 

1.25 

2,  3  cyl.,  10 . 

1.25 

1.26 

M.  Pcache.s .  ,  .  .  . .  _ _ _  _ . . 

2H,  10..' . 

1.50 

0.60 

30.  Pears........... _ _ _ 

2H,  10 . 

1.50 

0.50 

31.  Pectin _ _ _ _ _ _ _ 

6  gal _ 

1.50 

,  1.50 

^  1.25 

32.  Pineapple _ ......... _ _ _ _ 

2,  2H,  3  cvl.,  10 . 

1.25 

33.  Pineapple  juice............ _ 

2.  3  cyl.,  10 . 

1.25 

1.25 

2Xi,  10 _ 

1.50 

1.50 

2.1 . 

1.60 

1.50 

36.  Prunes,  fresh.. _ ......... _ .... 

2yi,  10 . 

1.50 

1.60 

S7.  Prime  juice  , _  _  _ 

2,  3  cy4.,  10 . 

1.50 

1.50 

2, 10 . 

1.50 

0.50 

VEOETARLES  AND  VEGETABLE  FRODUCT8 

2,  2H,  10 . 

1.25 

0.60 

2,  2^4, 10 . 

1.25 

1.25 

300 . 

0.50 

CTB 

2,  2}4,  10 . 

0.50 

CTB 

2,  2H,  10 . 

1.25 

0.50 

44.  Bean  and  bamboo  sprouts _ _ 

2,  2j4,  10... . . 

1.25 

0.50 

2,  2W,  10 . . 

1.25 

1.25 

2,  2H,  10 . 

1.25 

0.60 

2,  2H,  10. . 

1.25 

0.60 

2,  2h,  10 . 

1.25 

CTB 

2,  3  o  L,  10 . 

1.25 

CTB 

2,  2yi,  10 . 

1.25 

0.50 

2,  2H,  10 . 

1.25 

0.50 

2,  3  cyl.,  10 . 

1.25 

1.26 

63.  Chard.'. . 

2,  2\i,  10 . 

1.25 

0.50 

64.  Chili  sauce _ 

2,  2H,  10 . 

1.25 

1.25 

66.  Corn _ _  _  _ 

2,  2  vacuum,  10 _ 

0.50 

0..‘i0 

66.  Dehydrated  vegetables,  including 

Any.. . . 

a50 

CTB 

soups. 

87.  Froren  vegetables _ _ 

30  lb _ 

0.50 

0.60 

88.  Green  leafy  vegetabk« _ _ 

2,  2^,  10 _ 

1.25 

0.50 

89.  Homlnv..!....”. _  .. 

2,  24;  10 _ 

0.50 

CTB 

60.  Lentils . . .  . 

sooj.'. . 1 . 

0.50 

CTB 

61.  Mixed  vegetables,  without  toma- 

2,  2  vacuum  (307  x  306) 

L25 

CTB 

toes. 

62.  Mixed  vegetables,  with  tomatoes.. 

if  vacuum  packed, 
24, 10. 

2.  2  vacuum  (307  x  306) 

L3e 

a6o 

63.  Mushrooms . . . . 

if  vacuuih  packed, 
2W,  10. 

27  47,  RZ _ 

1.88 

0.00 

64.  Okra _ _ 

2,  2U,  10 _ _ 

1.26 

aoo 

66.  Onions.. ...U. . 

2.  2H,  10 . 

'  La6 

0.60 

Can  materials 

Product 

Can  sixes 

Soldered 

parts 

Non¬ 

soldered 

parts 

(1) 

(2) 

(3) 

(4) 

VEGETABLES  AND  VEGETABLE 
PBODUCTS-continued 

2,  2  vacuum,  10 _ 

0.60 

0.50 

2,  2H,  10 . 

1.25 

CTB 

16 . 

1.60 

1.50 

54. 10 . 

1.25 

0..V) 

0.50 

24,  3  vacuum . 

1.25 

24, 10 . 

1.26 

0.50 

2,  2H,  10 . 

1.50 

1.50 

2,  24. 10 . 

1.25 

0.50 

2H,  io . 

1.60 

1.50 

2,  3  cycl.,  10 . . 

1.50 

1.50 

1  picnic _ 

1.25 

0.  50 

2.  24,  10 . 

0.50 

CTB 

2,  24,  10 . 

1.25 

1.25 

2,  24,  10 . 

1.Z5 

1.2.5 

24,  3  cycl.,  10... . . 

1.25 

1.25 

2,  3  cycl.,  10 _ 

1.25 

0.50 

82.  Tomato  juice  with  other  vegetable 
juices. 

2,  3  cycl.,  10  .  _ 

1.25 

1.25 

6Z . 

1.25 

1.2.5 

1  picnic _ _ _ 

•  1.25 

1.2.5 

85.  Tomato  sau^  iucludlng  spaghetti 
sauce. 

rZ  short,  1  picnic  .... 

1.  25 

1.25 

2,  24,  10 . .T _ 

1.25 

0.50 

FISH  AND  SHELLFISH  (PROCESSED,  AND 
IN  HERUETICALLT  SEALED  CANS) 

>• 

4  flat  (307  X  200.25.  or 

0.50 

0.50 

307  X  201.25),  1  picnic. 
10  oz . . . . . 

0.50 

CTB 

89.  Crabmeat.......... _ _ _ 

4  flat  (307  X  200.26),  1 

aso 

0.50 

on  Crawfl.sh  _  _  _  _  _  _ 

picnic. 

1  picnic . . 

0.50 

0..50 

91.  Eels  . 

3(H)  (300  X  407) . 

0.50 

0.50 

300 . 

0.50 

0.50 

300  (300  X  407),  2  (307  x 
409). 

300  (300  X  407) . 

0.60 

0.5U 

94.  Fish,  ground  _ ...... 

0.50 

0.50 

5  gal _ 

1.25 

1.25 

3(jb  (300  X  407)  4  oval 
(513  X  307  X  103). 

4  drawn  (300.6  x  404  x 
014.6),  4  drawn  (304  x 
60R  X  106),  4  3  piece 
(.308  X  412  X  112),  300 
(300  X  407). 

0.50 

0.50 

97.  Bening,  Atlantic  Sea,  including 
sardines. 

Round  cans _ 

0.60 

0.50 

Oblong  can.s.  _ _  - _ 

1.26 

0.50 

Oval  cans  . 

(4  body) 

1.25 

98.  Herring,  Pacific  Sea.... _ .... 

1  tall  (301  X  411) . 

0.60 

0.50 

99.  Uerringi  river,  including  alewives.. 

100.  Lobsters _ 

300  (300  X  407),  2  (307  X 
409). 

1  picnic . _ 

aeo 

0.60 

0.50 

0.50 

3fi0  (300  X  407) _ 

0.50 

0.50 

102.  Menhaden _ _ 

300  (:i00  x  407) . . 

0.50 

0.50 

103.  Mullet . 

300  (300  I  407) . 

0.60 

0.50 

104.  MiLs.seIs.  .  ..  _  ... _  _ 

1  picnic  (211  X  400),  2 
(307  X  409),  10  (603  x 
700).  - 

1  pi(mic  (211  X  400),  1  tall 
(301x411),  2  (307  x  409). 
8Z  short  (211  x  300),  4 
oblong  (304  X  608  X  103), 
or  (306  X  610  x  104), 
800  (300  X  407),  1  oval 
(607  X  406  X  108). 

a5o 

0.50 

106.  Oysters.  _.  _  _ _ 

aeo 

a50 

Round  cans .  .  _ 

aeo 

0.50 

Oblong  cans  , ,  . 

1.60 

1.26 

Oval  cans .  _  _  ...  . 

(body) 

L26 

107.  Salmon _ 

4  flat  (307  X  200.25),  or 
(307  X  201.25),  1  flat 
(401  X  210.5),  or  (401  X 
211),  1  tall  (30rx411). 
300  (300  x  407) . 

1.26 

O.SO 

108.  Shad . 

a5o 

a  60^ 
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Product 

(1) 

Can  sixes 

(2) 

Gan  materials 

Product 

(1) 

Can  sixes 

(2) 

Can  materials 

Soldered 

parts 

(3) 

Non* 

soldered 

parts 

(4) 

Soldered 

parts 

(3) 

Non* 

soldered 

parts 

(4) 

FISH  AND  SHELLFISH  (PROCESSED,  AND 

MISCELLANEOUS  FOOD  PBODUCTS— COU. 

^■1 

IN  HKKUHTICALLT  SEALED  CANS — OOD. 

138.  Honey . . 

1  ?5 

109.  ShriDip . 

1  picnic  (211  x  406),  5 

aso 

aso 

139i  Lima  bean  loaf _ ..  . 

CTU 

(6U2r410). 

140.  Lobster  Newburg _ _  _  _ 

n  50 

110.  SbriDip,  fresh  cooked  Alaska  re* 

1  picnic  (211  x  400) _ 

1.25 

0.50 

141.  Macaroni  with  cheese  or  tomato 

0.50 

frijrwated. 

sauce. 

lit  Squid . 

300  (300  x  407) . 

a5o 

0.50 

142.  Nuts,  salted,  forU.  8.  Armv  ex* 

CTB 

112.  Tuna...  .  _  _  .  . 

H  tuna  (307  x  113),  1 

a5e 

aso 

port  or  U.  8.  Navy  off-shore 

tuna  (401  x  205.5),  4 

use  only. 

11!)  TtirflA 

lb.  ttma  (603  x  408). 

143.  Oils,  liquid  edible 

fs  gal . 

1.25 

1.25 

144.  Pastes  and  condiments _ 

Auv—  _  _ -  -- 

0»  4.^ 

1.25 

0  50 

DAIRY  PBODUCTS 

146.  Peanut  butter  and  other  nut  but* 

26  lbs . 

0.50 

CTB 

114.  Butter  and  margarines _ 

1  lb _ 

aso 

-  aso 

146.  Ravioli _ 

300 _ 

9Ji 

n  u\ 

116.  Cream,  fpoien _ 

.V)  lb _  _ 

1.25 

1.25 

147.  Soda  fountain  frait  and  other  acid 

10-  - 

L25 

L25 

116.  Ice  cre^  and  ice  cream  mix  (net). 

1  qt _  _ 

aso 

0.50 

symps. 

117.  Liquid  modifications  of  milk _ 

6  oi...„  .  _ 

a  75 

0.75 

148.  Spaghetti  in  sauce _ _ 

300 . 

.  1  25 

0  50 

118.  Milk,  condensed _ 

14  ox _ 

0.76 

_  0.75 

149.  Special  dietary  foods . . 

2,  2V4,  10- - 

0  50 

CTB 

lift.  Milk,  m-npnmted . .  .  . 

6ox_.  _  .  ...  _ _ 

0.75 

0.76 

150.  Sjmps,  cane,  maple,  molasses. 

2W 

L25 

1.25 

14J4  01 . . . . 

1.25 

1.26 

corn  sorghum,  and  other  non- 

120.  Milk,  goat _ 

14U  or. 

1.25 

1.25 

acid  svmps. 

121.  Milk,  skimmed,  dry  or  powdered.. 

60  . 

0.50 

0.50 

161.  Svnip,  chocolate  .  _  _ 

1  lb...  . 

0  50 

0  50 

122.  Milk,  whole,  dry  or  powdered _ 

1  lb.,  lb.,  6  lb.,  261b., 

aso 

CTB 

162.  Syrup,  malt _ 

404  x  504  _ 

n  50 

A  5rr 

601b. 

153.  Yeast _ _ _ 

Any . 

aso 

aso 

MEAT  AND  MEAT  PHODrCTS  (PROCESSED 

AND  IN  HBBUETICAI.LT  SEALED  CANS) 

NONFOOD  PRODUCTS 

123.  Meat  products  as  follows; 

154.  Alcohol,  pharmaceutical  and 

Anv—  -  _ 

1.25 

1.26 

a.  Bftmn  ...  _ 

24  or  .  _  _ 

aso 

CTB 

chemically  pure. 

14  lb . 

L25 

L2S 

165.  Antifreexe,  Ethylene  glyool  type.. 

 -do-    

SCMT 

SCMT 

b.  Beef,  veal  and  mutton  orpork 

166.  Aniline . .' _ 

1.25 

1.25 

(corned,  roaster  boiled)': 

167.  Auto  supplies  only  as  follows;  •• 

Cans  with  all  seams  sol* 

Any..  _ _ _ 

L25 

1.26 

a.  Radiator  antihist  compounds. 

-  __do.  .  . 

SCMT 

SCMT 

dered. 

liquid. 

Cans  with  only  side  seam 

_ do _  _ 

aso 

CTB 

‘  b.  Carbon  removers _ 

dn  ___  _ 

SCMT 

aCMT 

•  soldered. 

0.  Radiator  stop-leak . 

.do.  . . . 

SCMT 

SCMT 

e.  Beef  ala  mode..  _ 

2-  _  _ 

aso 

0.50 

158.  Bee  feeder  cans  for  use  in  shipping 

aso 

CTB 

d.  Beefsteak  and  onions.. 

0.50 

0.50 

bees. 

a,  Brains  ...  ...  ...  . 

aso 

CTB 

ISO.  Blood  pla.sma._  _ 

n  50 

TTTl 

f.  Chili  con  came _  .  ... 

3oo: _  - . -  - 

0.50 

0.50 

16(1.  Carbon  bisulfide 

SCMT 

SCMT 

g,  Corned  heef  hash  .  . 

aso 

CTB 

161.  Cements,  only  as  follows: 

t  ^ . 

h.  Goulash _  _  _ 

aso 

0.50 

a.  Neoprene  base  mbber  cement. 

1  2.5 

1  2.5 

1.  Hamburg^  and  onions _ 

aso 

0.50 

b.  Other  synthetic  rubbers,  nat- 

SCMT 

SCMT 

J.  Hams,  whole _  _  ..  .. 

aso 

0.50 

ural  rubber,  linoleum,  latex 

k.  Liver..  _  ..  _ 

2 

aso 

CTB 

types. 

1.  Luncheon  meats  _  _  . . 

aso 

CTB 

162.  Chemicals,  (dry)  only  as  follows: 

m.  Meat  loaf.  _  .. 

aso 

CTB 

a.  Phenols.  \ . 

_ do _  . 

1  50 

1,50 

n.  Meat  spreads  .  _  ..  . 

aso 

CTB 

b.  Ammonium  salts _ 

1.25 

1.25 

0.  Pickletf  pigs  feet . 

2 . 

LSO 

1.50 

163.  Chemicals  (liquid)  only  as  follows: 

p.  Pork  and  soya  links. _ 

2 . 

0.50 

CTB 

a.  Alcohols,  aldehyde  and  halo- 

---  do _ 

SCMT 

SCMT 

q.  Potted  meats  .... 

aso 

CTB 

genated  hydrocarbon. 

f.  Sausage,  bulk _ _ 

24  ox........ _ _ _ .... 

0.56 

CTB 

b.  Sodium  silicate .  . 

aso 

aso 

a.  Sausage  in  casings: 

164.  Cleaners  only  as  follows: 

1.  Vienna  sausage,  frank- 

4-ox.,  9  ox.,  12  ox.,  16  ox.. 

CTB 

a.  Wallpaper _  _ 

_ do..  . 

SCMT 

SCMT 

furters,  pork  sausage. 

24  dr.,  8,’  10. 

*  b.  Window  spray _ _  .  . 

_  .  do*  _ _ 

SCMT 

SCMT 

2,  Sausage  in  oil,  lard  or  ran* 

6 _ _ 

CTB 

c.  Radiator  liquid _  _ _ 

...  do..  _ 

SCMT 

SCMT 

dered  pork  fat. 

165.  Chloroform  and  ether..  _ 

do.  . 

1.  25 

1.  25 

t.  Scrapple  _  _ 

aso 

CTB 

166.  Chlorpicrtn,  bromaoetone,  mono-  . 

do  

SCMT 

SCMT 

n.  Staws. .  ...  _.  _ 

2  __  -  _ 

0.60 

aso 

chloracetone  and  acrolgin. 

V.  Tamales _  _  _.  _ 

aso 

0.50 

167.  Deodor izers... 

--  ...do.. . . 

1  1.25 

1  25 

w.  Tongue _ ...  _  ...  _ 

6  or _  ..  _ 

0.A0 

CTB 

168.  Dyes  (food) . . . 

...  do 

1.25 

1.25 

X.  Trip*. _  _ 

2 _ 

1.25 

L2S 

169.  Fire  extinguisher  fluid  or  powders. 

,,,  dn  _  _ 

SCMT 

SCMT 

170.  Glues  and  adhesives  _ _ _ 

SCMT 

SCMT 

POXmTBT  AND  POtTLTHT  PRODUCTS 

171.  Glycerine... . . . 

do  

1. 50 

1  60 

(PROCESSED,  AND'  IN  BERMETICALLT 

* 

172.  Grain  fumigant,  liquid...  _ 

-do,   .  . 

SCMT 

SCMT 

SEALED  C.ANS;) 

173.  Hydraulic  brake  fluid _ 

..».jdo.  

SCMT 

SCMT 

174.  Lacquers  and  lacquer  tbinners _ 

..  do.  . . 

SCMT 

SCMT 

124.  Chicken  and  veal  with  noodles..... 

0.60 

CTB 

175t  Nicotine  sulphate . 

_ do _ 

1.60 

1.60 

12ii.  Chicken  ^a  king.  _ _  _ 

300 _ 

0.50 

CTB 

176.  Oils,  essential;  distilled  or  (x>ld 

L25 

L25 

126.  Rnc.hiladas.  '  .  .  .  ... 

*300 _  _ 

aso 

0.50 

pressed. 

127.  Turkey  or  chicken  _ 

6oi _  _ 

0.50 

CTB 

177.  Oils,  transformer . . 

do  . 

0.60 

aso 

128.  Poultry  spreads _ _ 

6  OX _ 

aso 

CTB 

<178.  Paints: 

a.  copper  bottom  or  antifouling.. 

A 

1.25 

1.25 

MISCELLANEOUS  FOOD  PRODUCTS 

V 

,  b.  psista  water  paints,  induding 

do 

SCMT 

SCMT 

resin  onulsion. 

129.  Baby  foods — Chopped  and  im- 

202  BP  (202  x  214) _ _ _ 

1.60 

LSO 

179.  Plastic  wood-  -  __  -  _  _ 

-  ..do..  _ _  _ 

1.26 

1.25 

reed. 

1 

180.  Phoaphorus...  . . . . 

—..-do,..  . . . 

1.25 

1.25 

Liquid  milk  formula _ 

'14UOX _  -  - 

,  t26 

L26 

18L  Fotawium  permanganate,  reagent 

.  ..do _ _ 

1.25 

1.25 

Soybean  milk,  liquid. . . . 

’  t25 

aso 

grade. 

Di7  or  powder^  rnilk  formula.. 

,  1  lb . . . 

0.60 

CTB 

183.  Rust  prevratative _  .. 

.....do..  ....... _ _ 

SCMT 

Ctb 

aeo 

aso 

im.  8helifu>  _ _ _ 

(1) 

(1) 

*  than  12  percent  moisture." 

184.  Soap,  liquid . . . 

.  ■  dti-  ■  _  _ 

1.25 

1.25 

181.  Beer,  packed  for  U.  8.  Army 

12nc..  - 

a60 

0.80 

186.  Sodium  and  potassium  metals 

L25 

1.25 

export  or  U.  8.  Navy  offshore 

186.  Sodium  peroxide  -  _ 

do  

‘  0.60 

aso 

I 

187.  Stamp  pads _  _  ..  _ 

0) 

132.  Cereal,  for  export  only  ..  ....... 

1  lb _ _ 

aso 

CTB 

188.  TurpOTtlne _  ...  _ ...... 

_  do.  _  _ _ 

0.60 

'2 _ 

t26 

aso 

189.  Varnish  and  paint  removers.... 

_ do _ _ _ 

aso 

134.  Chow  mein  .  .  _ _  ..  _ 

2 _ : _  - 

t26 

aso 

190.  Worm  killer, 'dieep  and  cattle  dip, 

do 

i.26 

L25 

i  1  nicnlc _ _ 

aso 

CTB 

sheep  and  bonie  dreneb,  roe^ 

'30  lb _ , _ 

aso 

Q.S0 

pidn^  ixniltry  remedies  and 

187.  Extraots  and  ffavoringa,  Hgnld. . 

Any . . . 

LM 

,  btfaer  liifuid  disiitfectanta. 

* 

1 8>lb.  Unieplata. 

[F.  B.  Doe.  46-21546:  Filed.  Nov.  80.  1946;  11:1ft  a.  m.] 
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Part  3290 — ^Textile,  Clothing  and 
Leather 

(C!onsenratlon  Order  M-51,  as  Amended 
Dec.  4.  19451 

PIGS’  AND  HOGS’  BRISTLES  AND  BRISTLE 
PRODUCTS 

Section  3290.161  Conservation  Order 
M~51  is  hereby  amended  to  read  as  fol¬ 
lows: 

The  fulfillment  of  requirements  for  the. 
defense  of  the  United  States  has  created 
a  shortage  in  the  supply  of  pigs’  and 
hogs’  bristles  for  defense,  for  private  ac¬ 
count,  and  for  export:  and  the  following 
order  is  deemed  necessary  and  appro¬ 
priate  in  the  public  interest  and  to  pro¬ 
mote  the  national  defense: 

§  3290.161  Conservation  Order  M- 
51 — (a)  Definitions  of  "bristles".  For 
the  purpose  of  this  order  “bristles”  means 
pigs’  or  hogs’  bristles,  including  riflings, 

2  Inches  or  longer,  whether  new,  re¬ 
claimed,  raw,  dressed,  imported,  or  do- 
me.stic. 

•(b)  Importation.  Notwith¬ 
standing  any  other  order,  rule,  regulation 
or  direction,  or  any  other  certificate  or 
authorization,  no  person  other  than  Re¬ 
construction  Finance  Corporation  or 
U.  S.  Commercial  Company  shall  import 
any  variety  of  bristles  of  the  categories 
known  as  “Chinese,”  “Indias,”  “Rus¬ 
sians”  or  “Siberians.”  The  importation 
of  bristles  of  other  categories  shall  be 
according  to  General  Imports  Order  M- 
63,  as  amended  from  time  to  time. 

(c)  Inventories  of  bristles.  No  person 
manufacturing  brushes  shall  buy  or  ac¬ 
cept  delivery  of  any  bristles  2^1  inches 
or  longer  if  he  has  more  bristles  on  hand 
than  are  required  to  continue  his  current 
rate  of  operations  for  a  period  of  120 
days. 

(d )  Restrictions  on  purchase  of  bristles 
from  the  Reconstruction  Finance  Cor~ 
poration.  No  person  may  buy  or  accept 
delivery  from  Reconstruction  Finance 
Corporation  of  any  bristles  of  the  cate¬ 
gories  known  as  "Chinese,”  “Indias,” 
“Russians”  or  “Siberians”  unless  specif¬ 
ically  authorized  in  writing  by  the  Civil¬ 
ian  Production  Administration.  Per¬ 
sons  wishing  to  buy  bristles  of  these  cate¬ 
gories  from  the  Reconstruction  Finance 
Corporation  should  apply  by  letter  to  the 
Textile  Division,  Civilian  Production 
Administration,  Washington  25,  D.  C., 
Ref.:  M-51.  The  applicant  will  be  ad¬ 
vised  by  the  Reconstruction  Finance  Cor¬ 
poration  if  the  application  is  granted, 
and  by  the  Civilian  Production  Admin¬ 
istration  if  the  application  is  denied. 
Allocations  will  be  made  to  bristle  dealers 
who  meet  Reconstruction  Finance  Cor¬ 
poration’s  conditions  and  terms  of  sale 
and  fiersons  who  were  not  formerly  in 
that  business  will  be  given  an  equitable 
share. 

(e)  Equitable  distribution.  It  is  the 
policy  of  the  Civilian  Production  Admin¬ 
istration  that  bristles,  not  required  to  fill 
rated  orders,  shall  be  distributed  equita¬ 
bly.  In  making  such  distribution  due  re¬ 
gard  should  be  given  to  essential  civilian 
needs,  and  there  should  be  no  discrimina¬ 
tion  In  the  acceptance  or  filling  of  orders 
as  between  persons  who  meet  the  seller’s 
regularly  established  prices  and  terms  of 
sale  or  payment.  Under  this  policy, 


every  seller  of  bristles,  so  far  as  prac¬ 
ticable,  should  make  available  an  equita¬ 
ble  proportion  to  his  customers  peri¬ 
odically,  without  prejudice  because  of 
their  size,  location,  or  relationship  as  af¬ 
filiated  outlets.  It  is  not  the  intention 
to  interfere  with  established  channels 
and  methods  of  distribution,  unless  ne¬ 
cessary  to  meet  essential  needs.  If  vol¬ 
untary  observance  of  the  policy  outlined 
is  Inadequate  to  achieve  equitable  dis¬ 
tribution,  the  Civilian  Production  Ad¬ 
ministration  may  issue  specific  directions 
to  concerns. 

(f)  Communcations.  All  reports  re¬ 
quired  to  be  hied  and  all  communications 
concerning  this  order  shall  unless  other¬ 
wise  directed  be  addressed  to  the  Civilian 
Production  Administration,  Textile  Divi¬ 
sion,  Washington  25,  D.  C.,  Ref.  M-51. 

(g)  Appeals.  Any  appeal  from  the 
provisions  of  this  order  shall  be  made  by 
filing  a  letter  in  triplicate  referring  to  the 
particular  provision  appealed  from  and 
stating  fully  the  grounds  for  the  appeal. 

(h)  Violations.  Any  person  who  wil¬ 
fully  violates  any  provision  of  this  order, 
or,  who,  in  corfnection  with  this  order, 
wilfully  conceals  a  material  fact  or  fur¬ 
nishes  false  information  to  any  depart¬ 
ment  or  agency  of  the  United  States  is 
guilty  of  a  crime,  and  upon  conviction 
may  be  punished  by  fine  or  imprison¬ 
ment.  In  addition,  any  such  person  may 
be  prohibited  from  making  or  obtaining 
further  deliveries  of,  or  from  processing 
or  using  material  under  priority  control 
and  may  be  deprived  of  priorities  as¬ 
sistance. 

(i)  Applicability  of  regulations.  This 
order  and  all  transactions  affected  there¬ 
by  are  subject  to  all  applicable  regula¬ 
tions  of  the  Civilian  Production  Admin¬ 
istration,  SU5  amended  from  time  to  time. 


date  on  which  such  inventory  is  declared 
or  assigned  as  surplus  to  a  disposal 
agency,  as  authorized  by  regulations  of 
the  Surplus  Property  Administrator,  sell 
any  item  in  such  inventory  at  a  price  not 
to  exceed  the  acquisition  cost  of  the  item: 
Provided.  ’That  the  prospective  buyer  of 
such  inventory  has  received  actual  notice 
of  the  Government  acquisition  cost. 

2.  Section  12  (a)  is  amended  to  read 
as  follows: 

Sec.  12.  Sales  in  reliance  upon  buyer’s 
representations — (a)  Sales  at  or  below 
customary  purchase  prices.  A  Govern¬ 
ment  agency  may  sell  any  commodity 
except  new  lumber  at  a  price  not  to  ex¬ 
ceed  the  maximum  price  applicable  to 
purchases  by  the  buyer,  from'  usual 
sources  of  supply,  of  the  commodity  in 
the  quantity  and  at  the  place  that  de¬ 
livery  is  made:  Provided,  That  the  buyer 
certifies  to  the  Government  agency  that 
the  price  paid,  contracted  for,  or  offered 
does  not  exceed  such  maieimum  price. 

(1)  A  Government  agency  may  sell 
new  lumber  at  a  price  not  to  exceed  the 
maximum  price  (applicable  to  purchases 
by  the  buyer  of  surplus  lumber) :  Pro¬ 
vided,  That  the  buyer  certifies  to  the 
Government  agency  that  the  price  paid, 
contracted  for,  or  offered  does  not  ex¬ 
ceed  the  maximum  price  established  by 
Maximum  Price  Regulation  603,  Sur¬ 
plus  Lumber,  and  that  he  furnishes  to 
the  Government  agency  an  itemi^  list 
of  the  maximum  prices  provided  in  Max¬ 
imum  Price  Regulation  603,  correspond¬ 
ing  to  the  description  of  the  lumber 
which  he  proposes  to  buy. 

3.  In  Appendix  B.  Part  1,  the  following 
regulation  is  added  to  those  listed  under 
the  classification  of  “1.  Lumber”: 


Issued  this  4th  day  of  December  1945. 

Civilian  Production 
Administration, 

By  J.  Joseph  Whelan, 
Recording  Secretary. 

[P.  R.  Doc.  45-21745;  Piled,  Dec.  4.  1946; 
11:41  a.  m.] 


Chapter  XI — Office  of  Price  Administration 
Part  1305 — Administration 
[SO  94.  Amdt.  7] 

sales  by  government  agencies  and 

RESALES  BY  CERTAIN  BUYERS 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment  issued  simultaneously  herewith, 
has  been  filed  with  the  Division  of  the- 
Federal  Register. 

Supplementary  Order  94  is  amended 
in  the  following  respects: 

1.  The  first  sentence  In  section  6  is 
amended  to  read  as  follows: 

Sec.  6.  Sales  of  war  contract  termina¬ 
tion  inventory.  Notwithstanding  any 
other  pricing  provision  of  this  supple¬ 
mentary  order,  on  sales  of  war  contract 
termination  inventory  consisting  of  raw 
materials,  supplies,'  component  parts, 
semi -processed  and  semi-fabricated  ma¬ 
terials,  the  Government  agency  which 
terminated  the  contract  or  the  contrac¬ 
tor  selling  in  its  behalf  may,  prior  to  the 


MPR  603.... 


Surplus  liiinh<>r_  _  -  _ 

(1) 

(1) 

(1) 


4.  In  Appendix  B,  Part  1,  the  follow¬ 
ing  regulations  are  deleted  from  those 
listed  under  the  classification  of 
“1.  Lumber”: 


2RMPR  13.. 

Douelas  flr  plvwood 

X 

X 

z 

RMPR  1«... 

Southern  pine  lumber 

(I) 

(1) 

(1) 

RMPR  26... 

Douplas  fir  lumber . . 

(1) 

(1) 

(1) 

RMPRM... 

Western  pine  iumber _ 

(1) 

(1) 

RMPR  97... 

Southern  hardwood  lum¬ 
ber. 

(1) 

(1) 

MPR  146.... 

Appalachian  hardwood 
lumber. 

(1) 

(1) 

(1) 

MPR  I.W.... 

Central  hardwood  lumber. 

(1) 

(1) 

(1) 

MPR  164.... 

Rod  cedar  shinplcs . 

(b 

(1) 

(1) 

MPR  217.... 

Walnut  gun  stfwk  blanks.. 

0) 

(1) 

(1) 

RMPR  219.. 

Northeastern  softwood 
lumner. 

(1) 

(1) 

(1) 

2RMPR222. 

Northern  softwood  lum¬ 
ber. 

(1) 

(1) 

(1) 

MPR  223.... 

Northern  hardwood  lum¬ 
ber. 

(1) 

(1) 

(1) 

MPR  253.... 

Redwood  lumber  and 
millwork. 

(1) 

(1) 

(1) 

MPR  290.... 

Sitka  spruce  lumber . 

(1) 

(1) 

MPR  368-... 

Northeastern  hardwood 
lumber. 

(1) 

(1) 

(1) 

MPR  402.... 

W'estern  red  cedar  lum¬ 
ber. 

(1) 

(1) 

(1) 

MPR  412-... 

Tidewater  red  cypress 
lumber. 

(1) 

(1) 

(1) 

MPR  454-.. 

Aromatic  red  cedar  lum¬ 
ber. 

(1) 

(1) 

(1) 

This  amendment  shall  become  effec¬ 
tive  JDecember  3,  1945. 


Issued  this  3d  day  of  December  1945. 

'  Chester  Bowles, 

Administrator. 

[P.  R.  Doc.  45-21704;  Piled,  Dec.  3,  1945| 
4:22  p.  m.] 
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Part  1445 — Livestock 
[MPR  469,  Arndt.  18] 

LIVE  HOGS 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment  has  been  issued  simultaneously 
herewith  and  filed  with  the  Division  of 
the  Federal  Register. 

Maximum  Price  Regulation  No.  469  is 
amended  by  the  addition  of  paragraph 
(d)  to<  section  1  to  read  as  follows: 

(d)  To  sales  or  deliveries  of  live  hogs 
which  have  been  exhibited  in  competi¬ 
tion  at  a  fair,  show,  or  exhibition.  Pro- 
tided; 

(1)  That  such  sales  are  made  in  the 
course  of  a  regularly  scheduled  public 
sale  held  at  the  time  and  place  of  such 
fair,  show  or  exhibition. 

(2)  That  permission  to  hold  such  reg¬ 
ularly  scheduled  public  sale  on  a  ceiling 
exempt  basis  has  been  obtained  from 
the  Director  of  the  appropriate  District 
Office  of  the  Office  of  Price  Adminis¬ 
tration  prior  to  the  sale.  The  Director 
of  any  appropriate  District  Office  of  the 
Office  of  Price  Administration  hereby 
is  authorized  to  grant  such  permission  by 
order,  whenever  the  following  conditions 
are  met: 

(i)  Written  request  for  such  permis¬ 
sion  has  been  made  by  the  president,  sec¬ 
retary  or  manager  of  the  organization 
promoting  such  fair,  show  or  exhibition. 

(ii)  Such  fair,  show  or  exhibition  must 
be  recognized  generally  as  being  of  state, 
regional  (as  distinguished  from  local) 
or  national  character. 

(ili)  The  organization  promoting  such 
fair,  show  or  exhibition  must  have  been 
in  existence  prior  to  1942;  or  must  be 
an  organization  that  is  the  legal  suc¬ 
cessor  to  an  organization  which  was  in 
existence  prior  to  1942,  such  succession 
having  occurred  prior  to  November  1, 
1945. 

(iv)  The  fair,  show  or  exhibition  must 
have  been  promoted  and  held  as  a.  regu¬ 
lar  event  prior  to  1942  by  an  organiza¬ 
tion  meeting  the  requirements  of  fore¬ 
going  subdivision  (iii). 

(v)  The  traditional  events  occurring 
at  such  fair,  show  or  exhibition  prior  to 
1942  included  a  regularly  scheduled  pub¬ 
lic  sale  for  slaughter  of  some  or  all  of 
the  live  hogs  exhibited. 

(vi)  For  purposes  of  convenience  re¬ 
quests  for  permission  to  hold  such  ceil¬ 
ing  exempt  sales  made  under  this  section 
1  (d)  (2)  may  be  combined  with  requests 
for  similar  permission  filed  under  section 
1  (b)  (5)  (ii)  of  Maximum  Price  Regu¬ 
lation  No.  674. 

(3)  That  each  live  hog  or  lot  of  live 
hogs  so  sold  or  delivered  to  any  pur¬ 
chaser  at  such  fair,  show  or  exhibition  in 
the  course  of  such  regularly  scheduled 
public  sale  shall  be  certified  in  writing 
to  such  purchaser  by  the  secretary  or 
manager  of  the  organization  promoting 
such  event  as  follows: 

(1)  To  have  been  entered  and  officially 
accepted  for  exhibition  purposes  at  such 
fair,  show  or  exhibition. 

(ii)  To  have  been  exhibited  in  compe¬ 
tition  at  such  fair,,  show  or  exhibit. 

(4)  That  the  exemption  herein  made 
shall  not  extend  to  the  sale  at  such  fair, 
show  or  exhibition  of  live  hogs  not  offi¬ 


cially  engaging  in  competitive  exhibition 
In  such  ftUr,  show  or  exhibition.  For  the 
purposes  of  this  section  1  (d),  live  hogs 
which,  as  the  result  of  the  officied  action 
of  any  representative  of  the  organization 
promoting  such  fair,  show  or  exhibition, 
have  been  rejected  for,  or  barred  from 
competitive  exhibition  prior  to  the  hold¬ 
ing  of  the  event  in  which  competition 
winners  are  selected,  shall  not  be  deemed 
to  have  been  exhibited  at  such  fair,  show 
or  exhibition. 

This  amendment  shall  become  effec¬ 
tive  December  3,  1945. 

Note:  The  reporting  provisions  of  this 
amendment  have  been  approved  by  the  Bu¬ 
reau  of  the  Budget  in  accordance  with  the 
Federal  Reports  Act  of  1942. 

Issued  this  3d  day  of  December  1945. 

Chester  Bowles, 
Administrator. 

Approved:  November  30,  1945. 

Clinton  P.  Anderson, 

Secretary  of  Agriculture. 

[F.  R.  Doc.  46-21702;  Filed,  Dec.  3,  1945; 

4:21  p.  m.] 


Part  1351 — ^Food  and  Food  Products 
[RMPR  490,^  Arndt.  4] 

EDIBLE  TREE  NUTS 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment  has  been  issued  simultaneously 
herewith  and  filed  with  the  Division  of 
the  Federal  Register. 

Revised  Maximum  Price  Regulation 
490  is  amended  in  the  following  respects: 

1.  Section  2  (a)  (1)  Table  I  is  amend¬ 
ed  by  deleting  the  prices  for  Pecan 
Halves,  Pieces  and  Amber  in  Columns  1 
and  2  appearing  at  lines  31,  32  and  33 
under  the  heading  “Shelled”  for  Grow¬ 
ers’,  country  dealers’,  packers’  and  shell- 
ers’  prices,  ,and  inserting  the  following 
figures  at  line  31  for  Pecan  halves,  “83  V2 
and  85 Vi”;  at  line  32  for  Pecan  pieces, 
“81  Vi  and  83 Vi”;  at  line  33  for  Pecan 
amber,  “71  and  73”,  in  Columns  1  and  2 
under  the  heading  “Shelled”  in  places 
thereof  to  read  as  follows: 


Table  I 


Kind  of  edible 
tree  nut 

Grade  and 
sire 

Growers’,  country 
dealers’,  packers’ 
and  sbellers’,  prices 
(cents  per  pound), 
shelled 

Column  1 

Column  3 

Pecans _ 

Halves.... 

Pieces _ 

Amber.... 

83^ 

71 

85H 

83H 

73 

2.  Section  2  (a)  (1) 

(i)  is  amended  to 

read  as  follows: 

(i)  Explanation  of  Table  I  and  terms 
used  therein,  and  prices  for  certain  vari¬ 
eties  and  forms  of  the  edible  tree  nuts 
shown  in  the  table:  (a)'  Column  1  prices 
are  for  any  sale  made  f.  o.  b.  shipping 
Iioint.  Column  2  prices  are  for  delivered 
sales  in  Zone  n.  For  all  delivered  sales 
in  Zone  I  and  for  delivered  sales  of 


»9  FJft.  12614,  13862;  10  F.R.  11749,  12766. 


orchard  run  pecans  in  Zone  II,  the  maxi¬ 
mum  price  shall  be  the  applicable  Col¬ 
umn  1  price  plus  the  actual  cost  of  trans¬ 
portation  incurred  by  the  cheapest,  most 
direct  and  generally  available  means 
from  shipping  point  to  destination,  not  » 
to  exceed  the  lowest  established  rates 
for  the  transportation  service  rendered 
by  a  common  carrier,  contract  carrier 
or  other  carrier  for  hire.  “Zone  I”  con¬ 
sists  of  all  states  west  of  the  eastern 
boundaries  of  Montana,  Wyoming,  Colo¬ 
rado,  New  Mexico.  “Zone  II”  Consists 
of  the  remaining  states  of  the  United 
States  and  the  District  of  Columbia. 

3.  Section  2  is  amended  by  adding  the 
following  new  paragraph: 

(p)  Maximum  prices  for  sales  by 
country  dealers  of  orchard  run  seedlings 
when  sold  to  a  single  purchaser  in  lots 
of  60,000  pounds  or  more  shall  be  the 
applicable  price  as  •  shown  in  Table  I 
plus 

This  amendment  shall  become  effec¬ 
tive  December  3,  1945. 

Issued  this  3d  day  of  December  1945. 

Chester  Bowles, 
Administrator. 

Approved:  November  30,  1945. 

Clinton  P.  Anderson, 

Secretary  of  Agriculture. 

[F.  R.  Doc.  46-21703;  Filed,  Dec.  3,  1945; 

4:21  p.  m.] 


Part  1445 — Livestock 
[MPR  574,  Amdt.  3] 

LIVE  bovine  animals  (CATTLE  AND  CALVES) 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment  has  been  issued  simultaneously 
herewith  and  filed  with  the  Division  of 
the  Federal  Register. 

Maximum  Price  Regulation  No.  574  is 
amended  in  the  following  respects: 

1.  Subparagraph  (2)  of  section  1  (b) 
is  amended  to  read  as  follows: 

(2)  To  sales  or  deliveries  of  live  bovine 
animals  by  members  of  4-H  Clubs, 
Future  Farmers  of  America,  or  other 
recognized  farm  youth  organizations, 
if  the  sales  are  duly  approved  and  are 
made  at  the  place  and  time  of  a  fair, 
show  or  exhibition.  Prior  approval  of 
the  sale  must  be  obtained  from  a  district 
office  of  the  Office  of  Price  Administra¬ 
tion  by  a  county  agent,  county  club 
agent,  vocational  agricultural  instruc¬ 
tor,  or  the  chief  administrator  of  the 
state  department  of  agriculture.  Such 
bovine  animals,  however,  are  subject  to 
the  provisions  of  sections  10  and  14  of 
this  regulation. 

2.  Subparagraph  (4)  of  section  1  (b) 
is  amended  to  read  as  follows: 

(4)  To  sales  or  deliveries  of  live  bovine 
animals  to  a  person,  not  engaged  in  the 
slaughter  of  live  bovine  animals  except 
as  a  farm  slaughterer,  for  feeding  for 
more  than  30  days.  The  slaughter  of 
such  animals,  however,  shall  be  governed 
by  the  provisions  of  sections  10  and  14 
of  this  regulation.  A  person  shall  be 
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deemed  to  be  engaged  in  the  slaughter 
of  live  bovine  animals  if  he  is  financially 
affiliated  with  a  person  who  is  engaged 
in  the  slaughter  of  live  bovine  animals. 

3.  Subparagraph  (5)  of  section  1  (b) 
is  added  to  read  as  follows: 

(5)  To  sales  or  deliveries  of  live  bovine 
animals  which  have  been  exhibited  in 
competition  at  a  fair,  show  or  exhibition, 
Presided: 

(i)  That  such  sales  are  made  in  the 
course  of  a  regularly  scheduled  publio 
sale  held  at  the  time  and  place  of  such 
fair,  show  or  exhibition. 

(ii)  That  permission  to  hold  such  regu¬ 
larly  scheduled  public  sale  on  a  ceiling 
exempt  basis  has  been  obtained  from  the 
Director  of  the  appropriate  District 
Office  of  the  Office  of  Price  Administra¬ 
tion  prior  to  the  sale.  The  Director  of 
any  appropriate  District  Office  of  the 
Office  of  Price  Administration  hereby  is 
authorized  to  grant  such  permission  by 
Order,  whenever  the  following  conditions 
are  met: 

(a)  Written  request  for  such  permis¬ 
sion  has  been  made  by  the  president,  sec¬ 
retary  or  manager  of  the  organization 
promoting  such  fair,  show  or  exhibition. 

(b)  Such  fair,  show  or  exhibition  must 
be  recognized  generally  as  being  of  state, 
regional  (as  distinguished  from  local)  or 
national  character. 

(c)  The  organization  promoting  such 
fair,  show  or  exhibition  must  have  been 
in  existence  prior  to  1942;  or  must  be  an 
organization  that  is  the  legal  successor 
to  an  organization  which  was  in  exist¬ 
ence  prior  to  1942,  such  succession  having 
occurred  prior  to  November  1, 1945. 

id)  The  fair,  show  or  exhibition  must 
have  been  promoted  and  held  as  a  regular 
event  prior  to  1942  by  an  organization 
meeting  the  requirements  of  foregoing 
subdivision  (ii)  (c). 

ie)  The  traditional  events  occurring  at 
such  fair,  show’  or  exhibition  prior  to 
1942  included  a  regularly  scheduled  pub¬ 
lic  sale  for  slaughter  of  some  or  all  of 
the  live  bovine  animals  exhibited. 

if)  For  purposes  of  convenience  re¬ 
quests  for  permission  to  hold  such  ceiling 
exempt  sales  made  under  this  section  1 
(b)  (5)  (ii)  may  be  combined  with  re¬ 
quests  for  similar  permission  filed  under 
section  1  (d)  (2)  of  Maximum  Price  Reg¬ 
ulation  No.  469. 

(lii)  That  each  live  bovine  animal  or 
lot  of  live  bovine  animals  so  sold  or  deliv¬ 
ered  to  any  purchaser  at  such  fair,  show 
or  exhibition  in  the  course  of  such  reg¬ 
ularly  scheduled  public  sale  shall  be  cer¬ 
tified  in  writing  to  such  purchaser  by  the 
secretary  or  manager  of  the  organization 
promoting  such  event  as  follows: 

(a)  To  have  been  entered  and  officially 
accepted  for  exhibition  purposes  at  such 
fair,  show  or  exhibition. 

(b)  To  have  been  exhibited  in  compe¬ 
tition  at  such  fair,  show  or  exhibition. 

(iv)  That  the  exemption  herein  made 
shall  not  extend  to  the  sale  at  such  fair, 
show  or  exhibition  of  live  bovine  animals 
not  officially  engaging  in  competitive  ex¬ 
hibition  in  such  fair,  show  or  exhibition. 
For  the  purposes  of  this  section  1  (b) 
(5) ,  live  lx)vine  animals  which,  as  the  re¬ 
sult  of  the  official  action  of  any  repre¬ 
sentative  of  the  organization  promoting 
such  fair,  show  or  exhibition,  have  been 
rejected  for,  or  barred  from,  competitive 


exhibition  prior  to  the  holding  of  the 
event  in  which  competition  winners  are 
selected,  shall  not  be  deemed  to  have 
been  exhibited  at  such  fair,  show  or  ex¬ 
hibition. 

(V)  That  notwithstanding  the  price 
ceiling  exemption  made  in  this  section  1 
(b)  (5),  such  sales  or  deliveries  shall  be 
subject  to  the  provisions  of  sections  10 
and  14  of  this  regulation. 

4.  Subparagraphs  (1),  (2),  (3)  and  (4) 
of  section  10  (a)  are  amended  respec¬ 
tively  to  read  as  follows : 

(1)  A  copy  of  Form  No.  DS-T-55  Re¬ 
vised,  Claim  for  Cattle  Slaughter  Pay¬ 
ments  under  Revised  Regulivtion  No.  3  of 
Defense  Supplies  Corporation,  which  has 
been  filed  with  the  Defense  Supplies  Cor¬ 
poration  for  subsidy  payments  for  all 
cattle  slaughtered  during  such  account¬ 
ing  period  other  than  cattle  owned  for 
more  than  30  days  before  slaughter  and 
cattle  described  in  sections  1  (b)  (2)  and 
1  (b)  (5)  of  this  Maximum  Price  Regu¬ 
lation  No.  574,  and  containing  the  infor¬ 
mation  required  by  section  9  (b)  to  de¬ 
termine  such  slaughterer’s  maximum 
permissible  cost  of  such  cattle  slaugh¬ 
tered  at  such  establishment  during  such 
accounting  period,  and  showing  such 
slaughterer’s  total  cost  of  such  cattle  for 
the  same  period. 

(2)  A  copy  of  Form  No.  DS-T-55  Re¬ 
vised,  Claim  for  Cattle  Slaughter  Pay¬ 
ments  under  Revised  Regulation  No.  3  of 
Defense  Supplies  Corporation,  which  has 
been  filed  ^ith  the  Defense  Supplies 
Corporation  for  subsidy  payments  for  all 
cattle  owned  for  more  than  30  days  be¬ 
fore  slaughter,  if  any,  and  all  cattle  de¬ 
scribed  in  sections  1  (b)  (2)  and  1  (b)  (5) 
of  this  Maximum  Price  Regulation  No. 
674,  if  any,  slaughtered  during  such  ac¬ 
counting  period,  and  containing  the 
dressed  carcass  weight  of  beef,  by  grades, 
obtained  from  such  cattle. 

(3)  In  lieu  of  the  copy  of  the  form 
required  by  subparagraph  (a)  (1),  if 
such  form  has  not  been  filed  with  the 
Defense  Supplies  Corporation  within 
such  fifteen-day  period,  a  report  on  Form 
No.  DS-T-55  Revised,  Claim  for  Cattle 
Slaughter  Payments  under  Revised  Reg¬ 
ulation  No.  3  of  Defense  Supplies  Corpo¬ 
ration,  covering  all  cattle  slaughtered 
during  such  accounting  period  other 
than  cattle  owned  for  more  than  30  days 
before  slaughter  and  cattle  described  in 
sections  1  (b)  (2)  and  1  (b)  (5)^  of  this 
Maximum  Price  Regulation  No.  574, 
and  containing  the  information  re¬ 
quired  by  Section  9  (b)  to  determine 
such  slaughterer’s  maximum  permissible 
cost  of  such  cattle  slaughtered  at  such 
establishment  during  such  accounting 
period,  and  showing  such  slaughterer’s 
total  cost  of  such  cattle  for  the  same 
period.  Such  report  shall  include 
specifically  the  information  requested 
in  the  following  items  of  Form  No.  DS- 
T-55  Revised:  1,  2,  3,  4,  5,  6,  7,  8  (b)  and 

(d),  and  9  (b),  (c)  and  (d). 

(4)  In  lieu  of  the  copy  of  the  form 
required  by  paragraph  (a)  (2),  if  such 
form  has  not  been  filed  with  the  Defense 
Supplies  Corporation  within  such  fifteen- 
day  period,  *  a  report  on  Form  No. 
DS-T-55  Revised,  Claim  for  Cattle 
Slaughter  Payments  under  Revised  Reg¬ 
ulation  No.  3  of  the  Defense  Supplies 
Corporation,  showing  the  dressed  car¬ 


cass  weight  of  beef,  by  grades,  obtained 
from  all  cattle  owned  for  more  than  30 
days  before  slaughter,  if  any,  and  all 
cattle  described  In  sections  1  (b)  (2)  and 
1  (b)  (5)  of  this  Maximum  Price  Regu¬ 
lation  No.  574,  if  any,  slaughtered  dur-' 
ing  such  accounting  period. 

’This  amendment  shall  become  effec¬ 
tive  December  3,  1945. 

Note:  The  reporting  provisions  of  this 
amendment  have  been  approved  by  the 
Bureau  of  the  Budget  In  accordance  with  the 
Federal  Reports  Act  of  1942. 

Issued  this  3d  day  of  December  1945. 

Chester  Bowles, 
Administrator. 

Approved:  November  30,  1945. 

Clinton  P.  Anderson, 

Secretary  of  Agriculture. 

[F.  R.  Doc.  45-21701;  Filed,  Dec.  8,  1945; 

4:21  p.  m.] 


Part  1305 — Administration 
[SO  126,  Arndt.  10] 

COTTON  threads 

A  statement  of  the  considerations  In¬ 
volved  in  the  Issuance  of  this  amend¬ 
ment,  Issued  simultaneously  herewith, 
has  been  filed  with  the  Division  of  the 
Federal  Register. 

Supplementary  Order  No.  126  Is 
amended  in  the  following  respect: 

Section  10  (c)  is  added  to  read  as  fol¬ 
lows: 

(c)  Cotton  threads.  (1)  Cotton  do¬ 
mestic  sewing,  crochet,  darning,  knitting, 
and  embroidery  threads;  cotton  indus¬ 
trial  stitching  thread;  and  cotton 
thread-weight  goods  are  suspended  from 
price  control.  However,  every  manu¬ 
facturer  of  thread  who  in  the  preceding 
calendar  month  sold  any  item  described 
in  Tables  I,  II  or  III  in  a  quantity  equal 
to  or  exceeding  that  in  Column  Bj)f  the 
Tables  shall  file  reports  with  the  Office 
of  Price  Administration,  Cotton  Section, 
Textile  Price  Branch,  Washington  25, 
D.  C.,  as  follows:  (i)  On  or  before  the 
10th  day  of  December,  1945,  his  name, 
address,  the  number  of  the  item  as 
shown  in  the  Tables,  and  its  brand ;  and 
(ii)  on  or  before  the  10th  day  of  Decem¬ 
ber  1945,  and  on  the  10th  day  of  every 
month  thereafter  the  following  infor¬ 
mation  regarding  the  item:  (a)  The  item 
number  (and  for  domestic  threads,  the 
manufacturer’s  article  number) ;  (b) 
yardage  per  unit;  (c)  putup;  id)  the 
ceiling  price  under  the  General  Maxi¬ 
mum  Price  Regulation  (unless  previous¬ 
ly  reported  pursuant  to  this  section); 
and  ie)  the  highest  price  charged  by 
him  for  it  *  during  the  preceding  month. 
’The  maximum  price  of  any  manufactur¬ 
er  who  is  required  to  report  pursuant  to 
this  action  shall  be  reinstated  automati¬ 
cally  for  all  sales  and  deliveries  during 
any  period  of  time  in  which  a  report  is 
overdue. 


*If  the  description  of  the  thread  covers 
more  than  one  color,  style  or  construction, 
the  information  called  fOr  by  paragraph  (c) 
(1)  shall  be  supplied  with  respect  to  the 
color,  style,  or  construction  of  which  the 
largest  quantity  was  sold  In  the  month  to 
which  the  report  applies. 
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Table  1— Cotton  Domestic  Sewing,  Cbochet  and  Embeoisebt  Txeiaob 


Column  A 

Odoam  B 

Item 

No. 

General  description 

Ticket  or 
yam*  ^ 

Color  assortment 

Quantity 

1 

Six  cord— Small  spool _  _ 

8 

White  hlock  - 

Dozen 

BOO 

2 

. do . . . . . 

30 . 

_ do.  _  ..  _ 

500 

3 

. do..  ..... _ _ _ ............... 

40-S0-60... 

_ do _ _ 

600 

4 

_ do . . . . . . . . 

70 . 

. do _ _ _ 

500 

6 

.....do . . . . 

40-50-00... 

_ do.  _ _ 

600 

6 

. do _ _ 

70 

_ do _ _  _ _ 

mi 

7 

Three  cord  mercerized _  _ _ 

MI 

500 

8 

Carpet  and  button  thread _  _ 

(•\  . 

-do  -  -  - 

500 

g 

Tatting  cotton — Six  cord  . . .  _ .  _ . _  _ 

70  .. 

600 

*10 

Crochet  cotton  merceriied — Six  cord . . . 

30 _ 

White  and  ecru _ 

566 

11 

Crochet  cotton  DKroerized — Three  cord  _ 

20 

_ do _  _ 

600 

12 

Crochet  cotton  mercerized- Four  cord _ _ _ 

(•) . 

. .  do 

600 

13 

Art  thread — Six  strand _ _ _ _ _ ....... 

(•) . 

600 

14 

Mercerized  cr(M>het  _  .  . 

t*l _ 

do 

600 

IS 

Crochet  and  knitting  cotton _ 

(•) 

All  colors 

600 

2.  Section  2  (J)  is  amended  by  chang- 
^  the  listing.  *‘ice  cans  when  sold  to  in* 
austrlal  users,"  to  read  as  follows: 

Ice  cans  for  industrial  ice  making  ma¬ 
chinery  and  equipment. 

This  amendment  shall  be  effective  De. 
cember  10,  1945. 

Issued  this  4th  day  of  December  1945. 

Chester  Bowles, 
Administrator, 

[F.  R.  Doc.  45-21730;  Piled,  Dec.  4,  1945; 
11:34  a.  m.l 
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Table  II— Cotton  Industrial  STixcHiNa  Thread 


[RMPR  289.'  Arndt.  40] 


Column  A 

Column  B 

Item 

No. 

General  description 

Ticket 

No. 

Color  assort¬ 
ment 

Glac6  soft  or  mercerized 

Quantity 

Four  cord — Grade  A  ..... 

40 

RlacJc 

Glac6 _  -  . 

UuH* 

1,000 

LOOO 

1,000 

1,000 

1,000 

1,000 

1,000 

1,000 

1,000 

1,000 

1,000 

1,009 

1,000 

1,000 

1,000 

2a 

24 

Orey_  _ 

do.._  .  _ 

3a 

Three  cord — Gra<le  A  _  .  .. _ 

40 

White-  _ 

80ft  _ _  _ 

4a 

60 

_ do. 

.  ..do,  _ 

30 

Grey 

do, 

6a 

30 

-..-.do- 

Hrk 

7a 

60 

White 

..do  _  _  .. 

36 

Grey 

Oa 

70 

White 

dn  . . 

10a 

11a 

12a 

13a 

14a 

70 

Grey _  - 

_ _ do.  _ _ 

70 

White . 

do  ... 

0 

Black.  — 

Mercerized— 

0 

_ _ do,-  ... 

_ do,  _ _ _ _ 

00 

,,.-do  , 

15a 

00 

-„__da  _ 

_ do._  .  . 

Table  III— Cotton  Thread- W’eight  Goods 


Column  A 

Column  B 

Item 

No. 

General  description 

^ze 

Color  assort¬ 
ment 

Glac6  or 
soft 

Quantity 

lb 

2b 

3b 

4b 

6b 

6b 

8  00/8 

Grey 

Soft  ..  _ 

VniU 

600 

8.00/8..  .. 

_ do..  ... 

_ do....... 

600 

7.60/8 . 

7.60;'8 _ 

_ do _ 

_ do....... 

600 

_ do„. 

. do 

600 

0.50/10.  .. 

.....do....... 

.....do....... 

600 

9.60/10 . 

-..--do,-..... 

. do _ 

600 

Part  1305 — Administration. 
[SO  126,  Arndt.  11] 


(2)  Notwithstanding  the  provisions  for 
the  suspension  of  cotton  industrial 
stitching  thread  from  price  control,  the 
maximum  prices  for  cotton  industrial 
stitching  thread  delivered  during  the  pe¬ 
riod  from  August  7,  1945  to  December  4, 
1945  on  an  adjustable  pricing  basis  pur¬ 
suant  to  Revised  Supplementary  Order 
No.  114  shall  be  no  higher  than  the  sum 
of  the  ceiling  price  in  effect  on  June  1, 
1945  and  any  percentage  permissibly  re¬ 
served  in  accordance  with  that  order. 

This  amendment  shall  become  effec¬ 
tive  December  4,  1945. 

Note:  The  reporting  requirements  of  this 
amendment  have  been  approved  by  the  Bu¬ 
reau  of  the  Budget  in  accordance  with  the 
Federal  Reports  Act  of  1942. 

Issued  this  4th  day  of  December  1^45. 

Chester  Bowles. 

Administrator, 

[F.  R.  Doc.  45-21729;  FUed,  Dec.  4.  1845i 
11:34  a.  m.] 

No.  237 - 2 


SCIENTinC  optical  instruments  and  ice 
CANS 

A  statement  of  the  considerations  in¬ 
volved  In  the  Issuance  of  this  amend¬ 
ment,  issued  simultaneously  herewith, 
has  been  filed  with  the  Division  of  the 
Federal  Register. 

Supplementary  Order  No.  126  Is 
amended  in  the  following  respects: 

_  1.  Section  2  (j)  is  amended  by  changing 
the  listing  “Scientific  optical  instru¬ 
ments  (except  those  covered  by  Revised 
Maximum  Price  Regulation  No.  136  and 
binoculars,  monoculars,  field  glasses  and 
photographic  equipment)”  to  read  as 
follows: 

Scientific  optical  instruments  (except 
those  covered  by  Revised  Maximum 
Price  Regulation  No.  136  and  binoculars, 
monoculars,  field  glasses,  photographic 
equipment,  and  single  lens  hand  magni¬ 
fiers  and  readers) , 


DAIRY  PRODUCTS 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  Amend¬ 
ment,  Issued  simultaneously  herewith, 
has  l^en  filed  with  the  Division  of  the 
Federal  Register. 

Revised  Maximum  Price  Regulation 
No.  289  is  amended  in  the  following  re¬ 
spects: 

1.  Section  29  (c)  (9)  (vii)  is  added  to 
read  as  follows: 

(vll)  None  of  the  above  described 
cheeses  which  have  been  grated  shall  be 
subject  to  the  provisions  of  this  section. 
Sales  of  gratq^  cheese  are  subject  to  the 
provisions  of  Maximum  Price  Regulation 
280. 

2.  A  new  paragraph  is  added  to  the 
end  of  section  35  (d)  (1)  to  read  as 
follows: 

A  new  seller,  other  than  a  manufac¬ 
turer.  of  a  cheese  item  which  was  sold 
during  the  period  September  28  to  Octo¬ 
ber  2  inclusive  (but  not  by  him)  shall 
have  as  his  maximum  price  the  highest 
price  charged  during  the  period  Septem¬ 
ber  28  to  October  2,  1942  inclusive  by  his 
most  closely  competitive  seller  of  the 
same  class  for  the  same  cheese  item. 

3.  Section  35  (e)  (2)  is  amended  by 
Inserting  the  following  phrase  after  the 
word  “section”  and  before  the  word 
“shall”:  “and  no  seller  whose  maximum 
base  prices  are  determined  under  para¬ 
graph  (d)  (1)  of  this  section” 

4.  A  new  section  35  (e)  (3)  (i)  (g)  is 
added  to  read  as  follows: 

(g)  The  maximum  moisture  and  mini¬ 
mum  fat  content  of  the  item.  (Appli¬ 
cable  only  to  manufacturers  of  the 
cheese  item). 

5.  A  new  section  35  (e)  (3)  (ii)  (A:)  is 
added  to  read  as  follows: 

(A:)  The  maximum  base  price,  if  any, 
at  which  the  manufacturer  sold  the  item 
to  each  class  of  customer  under  the  pro¬ 
visions  of  section  1351.803  of  Maximum 
Price  Regulation  280. 

6.  A  new  section  35  (e)  (3)  (ii)  (Z)  is 
added  to  read  as  follows: 


'  10  PR.  2362,  2658,  2928,  8664.  3948,  3950, 
6772,  6792,  6232. 
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(l)  The  maximum  moisture  and  min¬ 
imum  fat  content  of  the  item. 

7.  A  new  section  35  (e)  (5)  is  added  to 
read  as  follows: 

(5)  Notification  of  new  maximum  hose 
price,  (i)  With  the  first  delivery  of  a 
cheese  item  for  which  a  maximum  base 
price  has  been  determined  under  para¬ 
graph  (d)  (2)  of  this  Section,  each  man¬ 
ufacturer  shall  supply  each  wholesaler 
and  retailer  or  other  buyer  to  whom  he 
sells  the  Item  with  a  written  notice  read¬ 
ing  as  follows: 


(Insert  date) 

Our  OPA  ceiling  for  (describe  the  cheese 
item  by  kind,  brand  name,  container  size, 
type  of  package  or  container)  has  been  re¬ 
calculated  under  paragraph  (d)  (2)  of  sec¬ 
tion  35  of  Revised  Maximum  Price  Regula¬ 
tion  289.  We  are  authorized  to  Inform  you 
that  if  you  are  a  wholesaler  or  retailer  pric¬ 
ing  this  cheese  item  under  Revised  Maxi¬ 
mum  Price  Regulation  289,  Maximum  Price 
Regulation  422  or  Maximum  Price  Regulation 
423  you  must  reflgure  your  ceiling  price  for 
this  item  on  the  first  delivery  of  it  to  you 
from  your  customary  type  of  supplier  with 
this  notification  after  October  23,  1945. 
You  must  refigure  your  celling  price  follow¬ 
ing  the  rules  set  forth  in  section  35  (g)  of 
Revised  Maximum  Price  Regulation  289  or 
section  8  of  Maximum  Price  Regulation  422 
or  423  whichever  is  applicable  to  you. 

(ii)  For  a  period  of  60  days  after  deter¬ 
mining  the  new  maximum  price  for  the 
cheese  item,  and  with  the  first  shipment 
after  the  60-day  period  to  each  person 
who  has  not  made  a  purchase  within  that 
time,  each  manufacturer  shall  include  in, 
or  securely  attach  to  the  outside  of,  each 
case,  carton  or  other  receptacle  contain¬ 
ing  the  cheese  item  the  written  notice  set 
forth  in  immediately  preceding  subpara¬ 
graph  (5)  (1) .  However  for  sales  directly 
to  any  retailer  the  manufacturer  may 
supply  the  notice  by  attaching  it  to,  or 
stating  it  on,  the  invoice  covering  the 
shipment  instead  of  providing  it  with  the 
item. 

(iii)  Any  wholesaler  who  has  received 
written  notice  requiring  him  to  refigure 
his  ceiling  price  for  a  cheese  item  as  pro¬ 
vided  in  immediately  preceding  subpara¬ 
graphs  (5)  (i)  and  (ii),  after  actually 
receiving  the  cheese  item  for  the  first 
time  with  such  a  notice,  must,  before 
selling  such  cheese  item  refigure  his  ceil¬ 
ing  price  for  it  by  following  the  direc¬ 
tions  in  paragraph  (g)  of  this  section. 
Such  a  wholesaler  shall  supply  each  pur¬ 
chaser  (either  another  wholesaler  or  a 
retailer)  of  the  item  from  him  with  writ¬ 
ten  notice  of  the  establishment  of  the 
new  maximum  price.  This  notice  which 
shall  be  attached  to,  or  stated  on,  the  in¬ 
voice  covering  the  first  delivery  to  such 
purchaser  after  October  23.  1945  at  the 
changed  maximum  price  shall  read  as 
follows: 


(Insert  date) 

Our  OPA  celling  price  for  (describe  the 
cheese  item  by  kind,  brand  name,  container 
size,  type  of  package  or  container)  has  been 


changed  from  ( _ to  8 _ _ 

per - (state  unit)  under  the  pro¬ 


visions  of  section  35  (g)  of  Revised  Maximum 
Price  Regulation  289.  You  are.  required  to 
notify  all  wholesalers  and  retailers  for  whom 
you  are  a  customary  type  of  supplier  pur¬ 
chasing  the  cheese  item  from  you  after  Oc¬ 
tober  23,  1945  of  any  change  in  your  maxi¬ 


mum  price.  This  notice  must  be  made  In  the 
manner  described  In  section  35  (e)  (6)  of 
Revised  Maximum  Price  Regulation  289. 

8.  A  new  paragraph  is  added  to  the  end 
of  section  35  (n)  to  read  as  follows: 

Any  natural  cheese  used  in  preparing 
any  cheese  item  subject  to  the  controls  of 
this  section  must  conform  to  the  appli¬ 
cable  standards  of  identity  under  OPA 
regulations  or  in  the  absence  of  such 
standards,  under  the  provisions  of  the 
Food,  Drug  and  Cosmetic  Act  of  1938,  as 
amended,  or  under  historically  accepted 
standards  in  the  industry.  Where  Re¬ 
vised  Maximum  Price  Regulation  289  es¬ 
tablishes  a  table  for  a  sub-standard  nat¬ 
ural  cheese  item,  such  a  sub-standard 
natural  cheese  may  be  used  in  preparing 
cheese  items  covered  by  this  section,  but 
the  prices  established  in  such  table  for  a 
sub-standard  natural  cheese  item  must 
be  used  and  reflected  in  any  determina¬ 
tion  of  a  maximum  price  under  para¬ 
graph  (d)  (2)  of  this  section.  Where  no 
table  for  a  sub-standard  natural  cheese 
item  is  provided  in  Revised  Maximum 
Price  Regulation  289,  a  sub-standard 
natural  cheese  item  may  not  be  used  in 
a  cheese  item  or  items  subject  to  the  con¬ 
trols  of  this  section  and  the  use  of  such 
a  sub-standard  natural  cheese  item  shall 
be  considered  an  evasion  of  the  provisions 
of  this  regulation. 

9.  Section  35  (o)  is  added  to  read  as 
follows: 

(o)  Grated  dehydrated  cheese  shall 
not  be  subject  to  the  provisions  of  this 
section.  Sales  of  grated  dehydrated 
cheese  are  subject  to  the  controls  of  Max¬ 
imum  Price  Regulation  280. 

Note:  All  record-keeping  and  reporting 
requirements  of  this  amendment  have  been 
approved  by  the  Bureau  of  the  Budget  in  ac¬ 
cordance  with  the  pfederal  Reports  Act  of 
1942. 

This  amendment  shall  become  effec¬ 
tive  December  10,  1945. 

Issued  this  4th  day  of  December  1945. 

Chester  Bowles, 
Administrator. 

Approved:  November  21,  1945. 

J.  B.  Hutson, 

Acting  Secretary  of  Agriculture. 

|P.  R.  Doc.  45-21726;  Piled,  Dec.  4,  1945; 

11:32  a.  m.] 


Part  1364 — Fresh,  Cured  and  Canned 
Meat  and  Fish  Products 
[RMPR  148,  Arndt.  31] 

DRESSED  HOGS  AND  WHOLESALE  PORK  CUTS 

A  statement  of  the  considerations  in¬ 
volved  in  the  Issuance  of  this  amend¬ 
ment  has  been  issued  simultaneously 
herewith  and  filed  with  the  Division  of 
the  Federal  Register. 

Revised  Maximum  Price  Regulation 
No.  148  is  amended  in  the  following  re¬ 
spects: 

1.  Subparagraph  (1)  of  §  1364.22a  (a) 
Is  amended  to  read  as  follows: 

(1)  The  limitations  contained  In  this 
section  are  applicable  on  all  dressed  hogs 
and/or  wholesale  pork  cuts  (derived  from 
live  hogs  slaughtered  elsewhere  than  in 
the  area-consisting  of  the  States  of  Cali¬ 


fornia,  Oregon  and  Washington)  that 
are  moved  into  the  area  consisting  of  the 
States  of  California,  Oregon  and  Wash¬ 
ington  in  straight  and/or  mixed  carload 
lots. 

2.  Subdivision  (i)  of  §  1364.22a  (a)  (2) 
is  amended  to  read  as  follows: 

(i)  The  pork  products  moved  consti¬ 
tute  part  or  all  of  a  total  shipment  and 
the  total  volume  by  weight  of  such  ship¬ 
ment  is  less  than  a  “carload”  as  defined 
in  §  1364.32  (a)  (9) ;  or 

3.  Paragraph  (b)  of  S  1364.22a  is 
amended  by  changing  the  words  preced¬ 
ing  subparagraph  (1)  thereof  to  read  as 
follows: 

(b)  Limitation.  Except  as  permitted 
by  paragraphs  (a)  (2)  and  (b)  (1)  of 
this  §  1364.22a,  and  notwithstanding  the 
terms  of  any  contract,  agreement  or 
other  obligation,  no  person  shall  ship, 
transport,  transfer  or  deliver  dressed 
hogs  and/or  wholesale  pork  cuts  (derived 
from  live  hogs  slaughtered  elsewhere 
than  in  the  area  consisting  of  the  States 
of  California.  Oregon  and  Washington) 
into  the  said  area  in  straight  and/or 
mixed  carload  lots  after  November  9, 
1945;  and  except  as  permitted  by  the 
above-cited  paragraphs,  no  person  in  the 
course  of  trade  or  business  shall  cause 
such  pork  products  to  be  shipped,  trans¬ 
ported,  transferred  or  delivered  into  the 
said  area  In  straight  and/or  mixed  car¬ 
load  lots  after  November  9,  1945.  Other 
than  as  permitted  by  paragraph  (a)  (2) 
of  this  §  1364.22a  dressed  hogs  and/or 
wholesale  pork  cuts  (derived  from  live 
hogs  slaughtered  elsewhere  than  in  the 
area  consisting  of  the  States  of  Califor¬ 
nia,  Oregon  and  Washington)  may  be 
moved  Into  the  area  consisting  of  the 
States  of  California,  Oregon  and  Wash¬ 
ington  on  and  after  November  10,  1945, 
only  in  accordance  with  the  following 
conditions: 

4.  Subparagraph  (1)  of  §  1364.22a  (b) 
Is  amended  by  changing  the  words  pre¬ 
ceding  subdivision  (i)  thereof  to  read  as 
follows: 

(1)  No  person  shall  ship,  transport, 
transfer  or  deliver  such  dressed  hogs 
and/or  wholesale  pork  cuts  in  such  car¬ 
load  lots  into  the  said  area,  and  no  per¬ 
son  in  the  course  of  trade  or  business 
shall  cause  such  dressed  hogs  and/or 
wholesale  pork  cuts  to  be  shipped,  trans¬ 
ported,  transferred  or  delivered  into  the 
said  area  in  such  carload  lots  unless  he 
has  a  quota  therefor  determined  on  the 
basis  of  the  total  volume  by  weight  of 
dressed  hogs  and/or  wholesale  pork  cuts 
(derived  from  live  hogs  slaughtered  else¬ 
where  than  in  the  area  consisting  of  the 
States  of  California,  Oregon  and  Wash¬ 
ington)  that  was  moved  into  the  said 
area  in  straight  and/or  mixed  carload 
lots  during  the  appropriate  base  period 
specified  hereinafter,  except  that  the 
total  volume  by  weight  of  such  dressed 
hogs  and/or  wholesale  pork  cuts  shipped, 
transported,  transferred  or  delivered,  or 
caused  to  be  shipped,  transported,  trans¬ 
ferred  or  delivered  to  war  procurement 
agencies,  licensed  ship  suppliers  and  ship 
operators  during  the  appropriate  base 
period  shall  not  be  included  in  any  com¬ 
putation  hereinafter  required.  .No  per- 
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son  sAall  have  more  than  one  quota,  and 
every  person  claiming  a  quota  must 
qualify  therefor,  and  compute  the  volume 
thereof  by  one  of  the  methods  provided 
in  following  subdivisions  (i),  (ii),  (iii) 
or  (iv) ,  or  must  apply  for  a  special  quota 
as  provided  in  subdivision  (v)  hereof. 

5.  Subdivisions  (i) ,  (ii) ,  (iii) ,  (Iv) ,  (v) , 
(Vi)  and  (vii)  of  §  1364.22a  (b)  (1)  are 
amended,  respectively,  to  read  as  follows: 

(i)  Each  person  who  moved  such 
dressed  hogs  and/or  wholesale  pork  cuts 
in  such  carload  lots  into  the  area  within 
the  base  period  of  from  January  1,  1944, 
through  March  31,  1944,  is  entitled  to  a 
quota  for  each  current  three  month  pe¬ 
riod  beginning  January  1,  April  1,  July  1 
and  October  1;  and  the  quota  for  each 
such  current  quarterly  period  shall  be  75 
percent  of  the  total  volume  by  weight  of 
such  pork  products  so  moved  into  such 
area  within  the  said  base  period. 

(ii)  Each  person  who  moved  such 
dressed  hogs  and/or  .wholesale  pork  cuts 
in  such  carload  lots  into  the  area  during 
any  period  after  January  31,  1944,  but 
did  not  move  such  pork  products  in  such 
carload  lots  ihto  the  area  during  the 
month  of  January  1944,  is  entitled  to  a 
quota  for  each  current  three  month  pe¬ 
riod  beginning  January  1,  April  1,  July  1 
and  October  1;  and  the  quota  for  each 
such  current  quarterly  period  shall  be 
75  percent  of  tht  total  volume  by  weight 
of  such  pork  products  so  moved  into  such 
area  within  the  first  consecutive  three 
calendar  month  period  in  which  such 
movements  were  made  following  Janu¬ 
ary  31,  1944. 

(iii)  Each  person  who  is  a  buyer  in  the 
course  of  trade  or  business  having  a  sell¬ 
ing  establishment  or  establishments  lo¬ 
cated  in  the  said  area,  and  who  pur¬ 
chased  and  caused  such  dressed  hogs 
and/or  wholesale  pork  cuts  to  be  moved 
into  such  area  in  such  carload  lots  with¬ 
in  the  base  period  of  frcmi  January  1, 
1944,  through  March  31,  1944,  is  entitled 
to  a  purchasing  quota  for  each  current 
three  month  period  beginning  January 
1,  April  1,  July  1  and  October  1;  and  the 
purchasing  quota  for  each  such  current 
quarterly  period  shall  be  75  percent  of 
the  total  volume  by  weight  of  such  pork 
products  so  purchased  and  caused  to  be 
moved  into  such  area  in  such  carload  lots 
within  the  said  base  period.  No  person 
who  has  established  a  quota  under  fore¬ 
going  subdivisicms  (i)  or  (ii)  shall  be 
eligible  to  establish  a  quota  under  this 
subdivision. 

(iv)  Each  person  who  is  a  buyer  in 
the  course  of  trade  or  business  having 
a  selling  establishment  or  establishments 
located  in  the  said  area,  and  who  pur¬ 
chased  and  caused  such  dressed  hogs 
and/or  wholesale  pork  cuts  to  be  moved 
into  such  area  in  such  carload  lots  during 
any  period  after  January  31. 1944,  but  did 
not  purchase  and  cause  such  pork  prod¬ 
ucts  to  be  moved  into  such  area  in  such 
carload  lots  during  the  month  of  Jan¬ 
uary  1944,  is  entitled  to  a  purchasing 
quota  for  each  current  three  month 
period  beginning  January  1,  April  1, 
July  1  and  October  1;  and  the  purchas¬ 
ing  quota  for  each  such  current  quar¬ 
terly  period  shall  be  75  percent  of  the 
total  volume  by  weight  of  such  pork 
products  so  purchased  and  caused  to 


be  moved  into  such  area  in  such  carload 
lots  within  the  first  consecutive  three 
calendar  month  period  in  which  such 
movements  were  made  following  January 
81,  1944.  No  person  who  has  estab¬ 
lished  a  quota  under  foregoing  subdivi¬ 
sions  (i)  or  (ii)  shall  be  eligible  to  estab¬ 
lish  a  quota  under  this  subdivision. 

(v)  Special  quotas  authorizing  per¬ 
sons  not  having  quotas  under  subdivi¬ 
sions  (i)  or  (ii)  to  move  such  dressed 
hogs  and/or  wholesale  pork  cuts  into 
such  area  in  such  carload  lots  in  order  to 
enable  persons  having  quotas  under 
foregoing  subdivisions  (iii)  or  (iv)  to 
operate  within  the  limits  of  such  latter 
quotas  may  be  authorized  by  the  Admin¬ 
istrator  of  the  Office  of  Price  Adminis¬ 
tration,  Washington,  D.  C.,  only  upon  a 
showing  that  the  persons  having  such 
latter  quotas  are  unable  to  obtain  such 
carload  lots  from  persons  having  quotas 
under  subdivisions  (i)  or  (ii). 

(vi)  No  person  having  a  quota  imder 
subdivisions  (i)  or  (ii)  shall  move  such 
dressed  hogs  and/or  wholesale  pork  cuts 
in  such  carload  lots  from  outside  such 
area  to  its  branch  houses,  subsidiaries, 
or  financial  affiliates  located  within  such 
area,  in  excess  of  75  percent  of  the  total 
volume  by  weight  of  such  pork  products 
so  moved  in  such  carload  lots  to  its 
branch  houses,  subsidiaries,  or  financial 
affiliates  during  its  quota  base  period. 
All  such  movements  shall  be  charged 
against  the  quota. 

(vii)  Any  p)erson  having  a  quota  under 
foregoing  subdivisions  (i)  or  (ii)  shall 
not  move  such  dressed  hogs  and/or 
wholesale  pork  cuts  in  such  carload  lots 
from  outside  the  area  to  a  consignee 
within  the  area  other  than  a  branch 
house,  subsidiary  or  financial  affiliate  un¬ 
less  he  first  shall  ascertain  that  such 
consignee  has  an  unfilled  quota  under 
foregoing  subdivisions  (iii)  or  (iv)  per¬ 
mitting  such  movement.  All  such  trans¬ 
actions  shall  be  charged  against  both 
quotas. 

This  amendment  shall  become  effec¬ 
tive  December  4,  1S45. 

Issued  this  4th  day  of  December  1945. 

Richard  H.  Field, 
Acting  Administrator. 

Approved:  November  29,  1945. 

Clinton  P.  Anderson, 

Secretary  of  Agriculture. 

IP.  R.  Doc.  4&-21724;  Rled,  Dec.  4,  1945; 

11:32  a.  m.] 


,  |MPR  86.  Amdt.  11 

Part  1380 — ^House  and  Service  Industry 
Machines 

DOMESTIC  washing  AND  IRONING  MACHINES 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment,  issued  simultaneously  herewith, 
has  been  filed  with  the  Division  of  the 
Federal  Register. 

Maximum  Price  Regulation  No.  86  is 
amended  in  the  following  respects: 

1.  Section  16.  Dealers^  ceiling  prices  is 
amended  to  read  as  follows: 

Bsc.  16.  Dealers^  ceiling  prices.  A 
dealer’s  ceiling  price  for  sales  of  a  par¬ 


ticular  model  of  washing  or  ironing  ma¬ 
chine  to  a  consumer  is  that  established 
for  his  sales.by  an  order  issued  under  sec¬ 
tion  14.  If  no  ceiling  price  has  been 
established  for  his  sales  by  such  an  order 
he  shall  determine  his  ceiling  price  for 
the  sale  in  accordance  with  the  following 
table: 


ff  the  manufacturer’s  lowest  net 
ceiling  price  i  to  distributors  i»— 


$12.92 

116.15 

$18.85 

$21.01 

$26.»4 

$32.27 

$35.50 

$30.86 

$44.69 

$48.48 

$53.32 

$57.00 

$61.40 

$70.02 

$75.40 

$79.17 

$82.94 

$85.01 

$90.01 


or  more,  but  less  than  $16.15. 
or  more,  but  less  than  $18.85. 
or  more,  but  less  than  $21.01. 
or  more,  but  less  than  $26.94. 
or  more,  but  less  than  $32.27. 
or  more,  but  less  than  $35.50. 
or  more,  but  less  than  $39.80. 
or  more,  but  less  than  $44.69. 
or  more,  but  less  than  $48.48. 
or  more,  but  less  than  $53.32. 
or  more,  but  less  than  $57.00. 
or  more,  but  less  than  $61.40.. 
or  more,  but  less  than  $70.02.. 
or  more,  but  less  than  $75.40.. 
or  more,  but  less  than  $79.17.. 
or  more,  but  less  than  $82.94.. 
or  more,  but  less  than  $85.01.. 
or  more,  but  less  than  $90.01. . 
and  ovw . 


The  retail  coiling 
price  in  each 
tone  *  is — 


Zone 

Zone 

Zone 

1 

2 

3 

$29.95 

$34.95 

$39.95 

31.95 

36.95 

41.95 

34.95 

39.95 

44.95 

39.95 

44.95 

49.95 

49.95 

64.95 

59.95 

60.96 

64.95 

69.95 

60.95 

74.95 

79.05 

79.95 

84.95 

89.95 

80.95 

94.95 

99.95 

90.95 

104.95 

109. 95 

109.95 

114.95 

119.95 

119. 95< 

124. 96 

129.95 

129.95 

134.95 

i;i9. 95 

139.96 

144.96 

149. 95 

149.06 

154.96 

159.95 

159. 95 

164. 95 

169. 95 

160.96 

174. 95 

179.95 

179.95 

184.95 

189. 95 

189.05 

19196 

199.96 

•  The  lowest  net  ceiling  price  is  the  lowest  ceiling  price 
which  the  manufacturer  has  for  sales  to  any  class  of 
distributor  for  sales  of  the  machine  equipped  with  an 
electric  motor  (but,  in  the  case  of  a  wringer  type  machine, 
not  with  a  water  pump),  lets  all  allowances  and  all  dis¬ 
counts  except  discounts  (or  prompt  payment. 

*  The  areas  included  in  each  zone  are  set  forth  in  sec* 
tkm  17. 

If  a  wringer  type  washing  machine  is 
equipped  with  a  water  pump,  $10.00  may 
be  added  to  the  ceiling  price  lor  the  machine 
shown  In  the  above  table. 

If  a  washing  machine  is  equipped  with  a 
gasoline  motenr,  instead  of  an  electric  motor, 
$25.00  may  be  added  to  the  ceiling  price  for 
the  machine  shown  in  the  above  table. 

2.  Section  17,  Zones  is  amended  to  read 
as  follows: 

Sec.  17.  Zones.  For  purposes  of  this 
regulation.  Zones  1,  2  and  3  consist  of 
the  following  States: 

Zone  1 — Maine,  New  Hampshire,  Vermont, 
Massachusetts.  Connecticut,  Rhode  Island. 
New  York,  New  Jersey,  Pennsylvania,  Dela¬ 
ware,  Maryland,  Virginia,  North  Carolina, 
Bouth  Carolina,  West  Virginia,  Ohio,  Ken¬ 
tucky,  Indiana,  Michigan,  Illinois,  Wiscon¬ 
sin.  Missouri.  Iowa,  Minnesota,  Kansas,  Ne¬ 
braska,  North  Dakota,  South  Dakota,  and  the 
District  of  Columbia. 

Zone  a — Alabama,  Georgia,  Mississippi, 
Tennessee,  Louisiaixa,  Florida,  Arkansas  and 
Oklahoma. 

Zone  3 — Washington,  Oregon,  California, 
Nevada,  Montana,  Idaho.  Utah,  Colorado, 
Wyoming,  New  Mexico,  Arizona  and  Texas. 

3.  Section  21,  Modification  of  provi¬ 
sions  of  this  regulation  is  amended  to 
read  as  follows: 

Sec.  21.  Modification  of  the  provisions 
of  this  regulation.  The  provisions  of 
this  regulation  as  applied  to  classes  of 
commodities  or  persons  subject  thereto 
may  be  modified  by  orders  of  general  ap¬ 
plicability  issued  under  this  section. 

Orders  may  also  be  issued  under  this 
section,  at  the  request  of  a  manufacturer, 
altering  his  zoning  practices  and  prices, 
and  those  of  his  distributors  and  dealers 
accordingly,  when  it  appears  that  no  in¬ 
crease  in  the  general  level  of  prices  of 
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machines  covered  by  this  regulation  will 
result. 

This  amendment  shall-  become  effec¬ 
tive  on  the  4th  day  of  December  1945. 
Issued  this  4th  day  of  December  1945. 

Chester  Bowles, 

Administrator. 

fF.  R.  Doc.  45-21723;  Piled.  Dec.  4,  1943; 
11:32  a.  m.] 


Part  1389 — Apparel 
[RMPR  208,'  Arndt.  9] 

MAXIMUM  PRICES  FOR  STAPLE  WORK 
CLOTHING 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment,  issued  simultaneously  herewith, 
has  been  filed  with  the  Division  of  the 
Federal  Register. 

Revised  Maximum  Price  Regulation 
208  is  amended  in  the  following  respects : 

1,  Paragraph  (d)  Is  added  to  section 
5.6  to  read  as  follows: 

(d)  Specific  authorization  for  manu¬ 
facturers  of  jean,  drill,  twill  and  poplin 
garments.  (1)  Any  manufacturer  of  a 
work  garment,  made  from  jean,  drill, 
twill  and  poplin  materials  purchased  on 
or  after  September  17, 1945,  may  sell  and 
deliver  such  garment  at  the  maximum 
price  in  effect  on  July  1,  1945,  and  re¬ 
serve  the  right  to  charge  the  difference, 
if  any,  betwen  that  maximum  price  and 
any  higher  maximum  price  which  may 
thereafter  be  established  by  OPA, 

(2)  Any  manufacturer  who  elects  to 
exercise  the  adjustable  pricing  permis¬ 
sion  provided  in  this  paragraph  (d) 
must,  in  connection  with  each  contract 
of  sale,  deliver  to  the  purchaser  the  fol¬ 
lowing  statement  in  writing,  or  stamp 
such  statement  on  the  invoice  required 
by  section  5.2  (a)  (4) : 

For  as  long  as  permitted  by  OPA  (name  of 
manufacturer)  reserves  the  right  to  charge 
youl  for  the  following  quantities  of  garments 
delivered  pursuant  to  this  contract,  the  dif¬ 
ference  between  our  celling  price  In  effect  on 
July  1,  1945,  and  any  higher  celling  price 
which  may  thereafter  be  established  by  OPA. 

Lot  NO.  Quantity  (Numher  of  dozens) 

OPA  has  ruled  that  in  determining  your 
celling  price  for  these  garments,  you  m\ist 
use  as  your  ‘‘supplier’s  net  selling  price” 
our  net  price  to  you  under  this  contract,  ex¬ 
clusive  of  the  additional  charge  which  we 
may  be  permitted  to  make. 

(3)  The  permission  granted  in  this 
paragraph  (d)  shall  remain  in  effect 
only  until  the  date  revised  maximum 
prices  of  general  applicability  are  first 
hereafter  established  for  manufactur¬ 
ers’  sales  of  jean,  drill,  twill  and  poplin 
garments,  or  this  paragraph  is  revoked, 
whichever  is  earlier. 

(4)  Any  purchaser  who  buys  jean, 
drill,  twill  or  poplin  garments  under  a 
contract  containing  an  adjustable  pric¬ 
ing  clause  authorized  by  this  paragraph 
(d)  shall  disregard  that  clause,  and  any 
additional  charge  made  pursuant  to  it, 
in  determining  his  ceiling  prices  for  re¬ 
sale  of  the  garments  so  purchased. 

(5)  No  person  is  authorized  to  collect 
an  amount  in  excess  of  the  ceiling  in 
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effect  on  July  1,  1945,  for  any  jean,  drill, 
twill  or  poplin  garments,  unless  prior  to 
the  revocation  of  this  paragraph  (d), 
revised  maximum  prices  of  general  ap¬ 
plicability  have  been  established  for  such 
garments. 

2.  Section  5.9  (b)  (1)  Is  amended  to 
read  as  follows: 

(1)  Who  may  apply.  Any  manufac¬ 
turer  who  was  required  to  produce  a 
garment  of  staple  work  clothing  by  the 
War  Production  Board,  pursuant  to  Con¬ 
servation  Order  No.  M-379  (issued  July 
10,  1944)  and  General  Direction  No.  1 
to  Conservation  Order  No.  M-379  (as 
amended  October  12,  1944),  may  apply 
for  an  adjustment  of  his  ceiling  price  on 
such  garment. 

3.  Section  5.9  (b)  (4)  is  amended  to 
read  as  follows: 

(4)  Denial  of  applications.  An  applica¬ 
tion  may  be  denied,  notwithstanding  the 
standards  in  subparagraph  (2).  if  price 
relief  under  an  alternate  method  has 
been  provided  for  the  applicant  or  his  in¬ 
dustry,  or  if  the  Price  Administrator  de¬ 
termines  that  granting  the  application 
would  not  accord  with  the  purpose  of  the 
Emergency  Price  Control  Act  of  1942,  as 
amended. 

This  amendment  shall  become  effec¬ 
tive  December  10,  1945. 

Issued  this  4th  day  of  December  1945. 

Chester  Bowles, 

Administrator. 

[F.  R.  Doc.  45-21725  Filed,  Dec.  4.  1945; 

11:32  a.  m.l 


Part  1499 — Commodities  and  Services 
[2d  Rev.  SR  14,'  Arndt.  15] 

HICKORY  STRIKING -TOOL  HANDLE  BLANKS 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment,  issued  simultaneously  herewith, 
has  been  filed  with  the  Division  of  the 
Federal  Register. 

Second  Revised  Supplementary  Regu¬ 
lation  14  to  the  General  Maximum  Price 
Regulation  is  amended  in  the  following 
respect: 

Section  3.10  is  added  to  read  as  fol¬ 
low’s  : 

Sec.  3.10  Coverage.  This  section  cov¬ 
ers  all  sales  of  hickory  striking-tool 
handle  blanks  and  all  sales  of  striking- 
tool  handles  produced  in  the  United 
States  except  the  retail  type  of  sale  de¬ 
fined  in  paragraph  (b)  (5)  (d)  of  this 
section. 

(a)  Hickory  striking-tool  handle 
blanks  {referred  to.  below  as  hickory 
handle  blanks) — (1)  Maximum  prices 
for  hickory  handle  blanks  of  certain 
specifications,  classifications,  grades  and 
sizes.  'The  producers’  maximum  prices, 
f.  o.  b.  the  seller’s  plant,  for  hickory 
handle  blanks  manufactured  in  accord¬ 
ance  with  the  specifications  contained  in 
Table  B  below,  shall  be  the  prices  for  the 
types,  grades  and  sizes  indicated  in 
Table  A  below,  but,  when  delivery  of  the 
hickory  handle  blanks  is  effected  by  the 

*10*Pll.  1164,  2028,  2181,  2432,  2818,  3551, 
4107,  8620. 


purchaser  under  the  conditions  stated 
in  paragraph  (f)  (1)  (iv),  the  seller 
shall  make  a  deduction  from  such  maxi¬ 
mum  prices  as  provided  in  that  para¬ 
graph  (f)  (1)  (iv).  * 


Table  A— Maximum  Teicks  foe  Hickory  Striking 
Tool  Handle  Blanks 


Type  ol  blank 

length 
of  blank 

Grade 

Price 
per  unit 

Inehtt 

For  axe  handles _ _ 

40 

Extra... 

10. 23H 

No.  1... 

.17 

No.  2... 

.1214 

No.  3... 

.094 

For  axe  handles.... _ 

33-36 

Extra... 

.17 

No.  1... 

.12Ji 

No.  2... 

.09.4 

iNo.  3... 

.06 

For  axe  handles . 

29-32 

Extra... 

.12'4 

No.  1... 

.094 

No.  2... 

.07 

No.  3... 

.044 

For  railroad  pick  han- 

40 

Extra... 

.254 

dies. 

No.  1... 

.18|4 

No.  2... 

.134 

No.  3... 

.10 

For  miners  pick  han- 

40 

Extra... 

.17 

dies. 

No.  1... 

.124 

No.  2... 

.094 

No.  3... 

.06 

For  sledge  handles . 

40 

Extra... 

.14 

No.  1... 

.  104 

No.  2... 

.06 

No.  3... 

.04 

For  sledge  handles . 

33-36 

Extra... 

.11 

No.  1... 

.08 

No.  2... 

.05 

No.  3... 

.03 

For  sledge  handles . 

29-32 

Extra... 

.08 

No.  1... 

.04,4 

No.  2... 

.03 

For  hammer  handles... 

15-28 

Extra... 

.04 

No.  1... 

.024 

No.  2... 

.014 

For  hatchet  handles.... 

19-28 

Extra... 

.06 

No.  1... 

.014 

No.  2... 

.024 

Table  B — Hickory  Handle  Blanks 


SIZES  AND  grades 

Axe  handle  blanks — 40”  and  33-36”  long. 
Dry  size,  3 Vi”  x  2V4”  head  end,  3*4”  x  1%” 
eye  end.  Green  size,  3%”  x  2V4”  head  end, 
3%”  X  1V4”  eye  end. 

Axe  handle  blanks — 29-32”  long.  Dry  size, 
314”  *  2”  head  end,  3V4”  x  1"  eye  end. 
Green  size,  3V4”  x  214”  head  end,  314”  * 
1V4”  eye  end. 

Railroad  pick  handle  blanks — 40”  long. 
Dry  size,  x  314”  eye  end,  1%”  x  2” 

head  end.  Green  size,  2^4”  x  3%”  eye  end, 
1%”  X  214”  head  end. 

Coal  pick  handle  blanks — 40”  long.  Dry 
size,  13^”  X  3V4”  eye  end,  x  2”  head  end. 
Green  size,  1%”  x  3%”  eye  end,  1%"  x  214” 
head  end. 

Sledge  handle  blanks — 40”,  33-36”  and  29- 
32”  long.  Dry  size,  1%”  x  1%”  entire  length. 
Green  size,  1%"  x  1%”  entire  length. 

Hammer  handle  blanks — 15-28”  long.  Dry 
size,  1%”  X  1%”  entire  length.  Green  size, 
1%”  X  1%”  entire  length. 

Hatchet  handle  blanks — not  less  than  19- 
28”.  Dry  size,  2%"  x  1%”  head  end,  27*”  x 
1”  eye  end.  <3reen  size,  3”  x  1%”  head  end, 
3”  X  114”  *y® 

Extra  blanks  must  be  all  white,  heavy  tim¬ 
ber,  free  from  all  defects,  perfect,  full  size, 
and  straight  grain. 

No.  1  blanks  must  be  good  weight  timber, 
permitting  Vi  isd  wood  the  entire  length 
of  the  blank.  All  white  blanks  of  good  weight 
not  sufficiently  heavy  for  Extra  Grade,  and 
blanks  of  good  weight  with  two  light  hair 
streaks  running  the  full  length  of  the  blank 
or  their  equivalent  In  shorter  streaks  are  per¬ 
mitted.  No.  1  blanks  must  be  free  from 
defects,  full  size  and  straight  grain. 

No.  2  blanks  must  be  fair  weight  timber, 
permitting  red,  white  or  red  and  white 
mixed  wood,  permitting  light  streaks  and 
3  tight  sound  knots  not  over  V4”  lu  diameter 
when  occurring  In  that  part  of  the  blank 
other  than  will  produce  the  center  or  spring 
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of  the  handle.  Reasonably  straight  grain  la 
required. 

No.  3  blanks  Include  such  blanks  as  will 
produce  serviceable  handles,  but  are  not  ad¬ 
missible  to  the  higher  grades  on  account  of 
defects. 

Reject  blanks  are  those  containing  open 
knots  greater  than  in  diameter,  worm 
holes,  windshakes,  or  that  are  brashy,  and 
are  not  admissible  to  any  grade. 

(b)  Hickory  striking-tool  handles  {re¬ 
ferred  to  below  as  hickory  handles): 
maximum  prices.  The  maximum  prices 
provided  for  imder  this  paragraph  (b) 
are  subject  to  the  discounts  and  con¬ 
cessions  required  by  paragraph  (e) . 

(1)  Manufacturers’  maximum  prices; 
Simplified  Practice  Recommendation 
R77-39.  A  manufactureF’s  maximum 
prices,  f.  o.  b.  the  manufacturer’s  plant, 
for  hickory  handles  graded  according  to 
“Simplified  Practice  Recommendation 
R77-39  for  Hickory  Handles”  issued  by 
National  Bureau  of  Standards,  U.  S.  De¬ 
partment  of  Commerce,  effective  Octo¬ 


ber  15, 1939,  referred  to  below  as  Simpli¬ 
fied  Practice  Recommendation  R77-39, 
shall  be  as  follows: 

(1)  Sales  to  buyers  except  those  en¬ 
gaged  in  the  retail  business.  A  manu¬ 
facturer’s  maximum  prices  on  sales  to  a 
buyer,  other  than  a  buyer  who  is  en¬ 
gaged  In  the  business  of  selling  hard¬ 
wood  striking-tool  handles  only  at  re¬ 
tail.  shall  be  65%  of  the  prices  listed  in 
Table  C  below  for  the  amount,  tjrpes, 
classes,  grades  and  sizes  Indicated.  (See 
definitions  in  subparagraph  (5)  (iv) ,  be¬ 
low,  entitled  Retail  type  of  sale.) 

(ID  Sales  to  buyers  engaged  in  the  re¬ 
tail  business.  A  manufacturer’s  maxi¬ 
mum  prices  on  sales  to  a  buyer  who  is 
engaged  in  the  business  of'selling  hard¬ 
wood  striking-tool  handles  only  at  re¬ 
tail  shall  be  74%  of  the  prices  listed  in 
Table  C  below  for  the  amount,  types, 
classes,  grades  and  sizes  indicated.  (See 
definitions  in  subparagraph  (5)  (iv) ,  be¬ 
low,  entitled  Retail  type  of  sale.) 


Tabli  C— Hickobt  STBimNo  Tool  Handlxs 
Orsding  ral«a:  Simplified  practice  reoommeadaUon  R77-30 
BXOULAB  rATTXKXS 


Single  bit,  double  bit,  ttmight _ _ _ 

Boys’  and  miners’ . 

Miners’ _ _ _ _ _ 

Broad _ _ .... . . 

Adze . . . . . . . . 

Pick: 

Railroad  and  mattock . 

Coal  miners,  drifting,  regular  size . 

Coal  miners,  drifting,  overslie  body.... 

Grub  hoe... . . 

Biedge,  spike  maul,  tool _ ................ 


Maul;  Post  and  axe  eye _ _ _ 

Hammer:  Carpenter,  adze  eye,  machinist, 
blacksmith,  riveting,  stonemasons,  ball  pein, 
etc . . . — ...... 


Hatchet;  Shingling,  broad,  bench,  lathing,  box, 
etc . . 


Hatchet:  Camp,  scout,  derrick,  hunters,  short 
axe,  house  axe,  eto.. .......................... 


Lsngth 

Approx.  _ 
wt.  lbs. 

i 

Jnehu 

28-36 

14-20  $ 

24-30 

12-14 

18-22 

10-12 

34-36 

22 

34-36 

30 

36 

80 

34-36 

20-22 

34-36 

24 

86 

30  : 

34-36 

10 

30-32 

16 

26-28 

14 

86 

20-22 

10-14 

3-6 

16-16 

7 

17-18 

8 

10-20 

0 

22 

10 

24 

11 

12-14 

6-6 

13-16 

8 

17-18 

0 

10-20 

10-11 

12-14 

6-6 

16-16 

8 

17-18 

0-10 

10 

11 

30 

12 

Price  per  dozen 


AAW  AW  AR  BW  BR  CW  CR 


3.40  3.30 

AW  &00 


80  11.00  0.80  7.00  8.60  6.00  6.40 

30-23  0.60  8.20  6. 30  6.00  A30  480 

34  9. 75  8. 50  6. 50  7. 10  A  50  5. 00 


7.00  460  &  50  8.60 


A  80  3.00 
7.80  A  60 


4. 80  3. 10 

A60  460 


A50  AOO 
A  20  6.60 
4  20  3.30 
A  60  3.00 
3. 10  2. 60 


2.80  1.00 
Z60  2.10 
8. 10  2. 60 
AOO  A30 

A  80  A 10 
A 10  A  30 
3.60  AOO 
4  10  3. 30 


1.40  LSO 
L50  1.60 


AlO  A30 
A20  A80 


too  L70 
1 80  1. 00 


(2)  Manufacturers’  maximum  prices; 
Federal  Specification  NN-H-93.  A  man¬ 
ufacturer’s  maximum  prices,  f.  o.  b.  the 
manufacturer’s  plant,  for  hickory  han¬ 
dles  manufactured  and  graded  according 
to  Federal  Standard  Stock  Catalog,  Sec¬ 
tion  IV  (Part  5),  Federal  Specification 
for  Hickory  Striking  Tool  Handles,  NN- ' 
H-93,  July  2,  1941,  referred  to  below  as 
Federal  Specification  NN-H-93,  shall  be 
as  follows: 

(i)  Sales  to  buyers  except  those  en¬ 
gaged  in  the  retail  business.  A  manu¬ 
facturer’s  maximum  prices  on  sales  to  a 
buyer,  other  than  a  buyer  who  is  en- 


definitions  in  subparagraph  (5)  (iv) ,  be¬ 
low,  entitled  Retail  type  of  sale.) 

Tabli  D— Hicxobt  8TB]xnio>TooL  Bandlks 
•  Grading  Rules:  Federal  Spodflcation  NN-H-63 


AAR  grade  long  handles— 15%  less  than  price  of  AW  grad*. 

AAR  gr^e  short  handles— Same  price  as  AW  grade. 

For  additions  for  extras  see  subparagraph  (3)  below. 

If  less  than  1  dozen  are  sold,  the  maximum  price  for  such  a  quantity  shall  be  the  proportionate  amount  of  the  mazl- 
XDum  price  per  dozen  of  such  items. 

Handles  which  are  mahogany  stained  shall  not  be  priced  under  this  table.  Such  bandies  most  be  speelally  priced 
tmder  paragraph  (c)  of  this  section. 


Types  and  classes  of 
hickory  bandies  for 


Axe:  Single  bit,  double  bit, 

straight . 

Axe:  Boys’,  miners’ _ 

Adze:  All  patterns . 

Pick:  Railroad  and  mat¬ 
tock _ _ _ _ 

Pick:  Drifting,  coal . 

Grub  hoe:  All  patterns.... 
Post  maul:  All  patterns... 
Sledge:  Tool,  maul _ 


Price  per  doren 
Length - - j - 

AA  A  B 


I  nek  f  I 

28-3<i  $0.20  $7.20  $6.10 

26-28  7. 30  5. 60  4. 80 

34-36  9.30  7.40  6.20 

36  10.60  8.40  7.30 

82-36  9.20  ‘.20  6.00 

86  10.70  A  60  7.40 

36  A  70  A  70  5. 40 


Hammer:  Regular  pat*  12-14  AOO 
terns. 

16  3.20 
18  3.70 

Hatchet:  Regular  patterns.  12-14  AOO 


Hatchet:  Special  patterns.. 


gaged  in  (he  business  of  selling  hard¬ 
wood  striking-tool  handles  only  at  re¬ 
tail  shall  be  45%  of  the  prices  listed  in 
Table  D  below  for  the  amount,  tjrpes, 
classes,  grades  and  sizes  indicated.  (See 
definitions  in  subparagraph  (5)  (iv) ,  be¬ 
low,  entitled  Retail  type  of  sale.) 

(ID  Sales  to  buyers  engaged  in  the  re¬ 
tail  business.  A  manufacturer’s  maxi¬ 
mum  prices  on  sales  to  a  buyer  who  is 
engaged  in  the  business  of  selling  hard¬ 
wood  striking-tool  handles  only  at  re¬ 
tail  shall  be  74%  of  the  prices  listed  in 
Table  D  below  for  the  amount,  types, 
classes,  grades  and  sizes  indicated.  (See 


For  additions  for  extras  see  subparagraph  (3)  below. 

If  less  than  l  dozen  are  sold,  the  maximum  price  for 
such  a  quantity  shall  be  the  proportionate  amount  of 
the  maximum  price  per  dozen  of  sw^  items. 

Handles  which  are  mahogany  stahied  shall  not  be 
priced  under  this  table.  Such  bandies  must  be  specially 
priced  under  paragraph  (c)  of  this  section. 

(3)  ^  Additions  for  extras.  If  a  "pur¬ 
chaser  of  hickory  handles  covered  by 
subparagraphs  (1)  and  (2)  above  spe¬ 
cifically  orders  any  of  the  special  work 
or  finishes  specified  in  Table  E  below, 
the  manufacturer  of  the  hickory  handles 
may  add  to  the  maximum  prices  pro¬ 
vided  for  in  subparagraphs  (1)  and  (2) 
above  the  additions  indicated  in  Table 
E  below,  provided  the  manufacturer  has 
performed  the  special  work  or  applied 
the  finish  requested: 

Table  E — ^MAxnsmi  Allowable  (Thabges  for 

Special  Work  and  Rnisheb  on  Strikino 

Tool  Handles 

Extra  long  handle* — ^Por  lengths  longer 
than  86  inches,  add  per  dozen  net  for  each 
a  Inches  as  foUows: 

Axe  handles — 65  cents  per  dozen. 

All  other  types — 45  cent*  per  dozen. 

Octagon — ^Add  13  cents  per  dozen  net. 

Shaved  eyes — Add  18  cents  per  dozen  net. 

Gauged  eyes — ^Add  13  cents  per  dozen  net. 

Scroll  ends — Add  7  cents  per  dozen  net. 

Lacquer  finish — ^Add  the  following  net 
charges  per  dozen  handles: 

{Cents  per  dozen 
handles,  net) 

Long  handles  Short  handles 

91ear  lacquer _ _  18  7 

OcRored  la^usr...  36  l3 

Colored  tips.-..-  7  7 

Note:  Short  handles  are  the  types  included 
in  the  price  lists  under  Hammer  Handles  and 
Hatchet  Handles.  Long  Handles  are  all  other 
types  such  as  axe,  pick  and  mauL 

(4)  Sales  of  hickory  handles  marked 
with  trademark  or  brand.  If  an  order 
for  the  purchase  of  hickory  handles  spe¬ 
cifically  stipulates  that  the-  order  be 
composed  of  hickory  handles  to  be 
marked  with  the  trademark  or  brand  of 
either  the  buyer  or  seller,  which  order 
constitutes  a  mixture  of  different  grades 
of  such  handles  of  a  tjfpe,  class  and  pat¬ 
tern  contained  either  in  the  list  in  Table 
C  of  subparagraph  (1)  or  in  the  list  in 
Table  D  of  subparagraph  (2)  or  in  both 
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lists,  the  manufacturer’s  maximum  price 
for  the  order  shall  be  the  price  in  either 
(i)  or  (il)  as  follows: 

(i)  On  a  S8de  to  a  buyer  other  than  a 
buyer  who  is  engaged  in  the  business  of 
selling  hardwood  striking  tool  handles 
only  at  retail  (see  definitions  in  subpara¬ 
graph  (5)  (iv)),  the  maximum  price 
shall  be  65%  of  the  weighted  average 
list  price  for  those  tables  for  the  mixture 
of  such  handles  evened  off  to  the  near¬ 
est  10  cents. 

,(ii)  On  a  sale  to  a  buyer  who  is  en¬ 
gaged  in  the  business  of  selling  hardwood 
striking  tool  handles  only  at  retail  (see 
definitions  in  subparagraph  (5)  (iv)), 
the  maximum  price  shall  be  74%  of  the 
weighted  average  list  price  for  those 
tables  for  the  mixture  of  such  handles 
evened  off  to  the  nearest  10  cents. 

The  distributor’s  maximum  price  for 
such  an  order  of  handles  shall  be  82% 
of  the  weighted  average  list  price  from 
those  tables  for  the  mixture  of  such 
handles  evened  off  to  the  nearest  10 
cents. 

For  example:  A  buyer  orders  100  doz.  single 
bit  hickory  axe  handles  ot  a  brand  called 
the  “X”  brand,  the  order  to  be  msule  up  of 
the  following  grades: 

50  doz.  AW,  10  doz.  BW,  20  doz.  AR,  20  doz. 
BR. 


The  weighted  average  price  is  com¬ 
puted  as  follows: 


Grade 

Number  of 
doren  In 
order 

List  price 
I>er  dozen 

List  price  for 
number  of 
dozen  in 
order 

AW . 

80 

$S.20 

$410.00 

BW . 

10 

&00 

69.00 

AR . 

20 

6.30 

126.00 

BR . 

20 

6.30 

106.00 

$711.00 

$711.00  divided  by  100  dozen- $7.10,  the 
weighted  average  list  price  per  each  dozen  In 
the  order  evened  off  to  the  nearest  10  cents. 

The  manufacturer’s  maximum  price  on  a 
sale  to  a  buyer  other  than  a  buyer  who  Is 
engaged  in  the  business  of  selling  hardwood 
striking  tool  handles  only  at  retail  Is  65%  of 
$7.10  or  $4.60  per  dozen. 

The  manufacturer’s  maximum  price  on  a 
sale  to  a  buyer  engaged  In  the  business  of 
selling  hardwood  striking  tool  handles  only  at 
retail  shall  be  74%  of  $7.10  or  $6.30  per  dozen. 

’The  distributor’s  maxlmiun  price  is  82% 
of  $7.10  or  $5.80  per  dozen. 

The  manufacturer’s  maximum  price 
for  an  order  of  hickory  handles  made  up 
of  hickory  handles  to  be  marked  with 
the  trademark  or  brand  of  either  the 
buyer  or  seller  and  which  are  composed 
of  a  single  grade  of  a  type,  class  and 
pattern  contained  either  In  the  list  in 
Table  C  of  subparagraph  (1)  or  in  the 
list  in  Table  D  of  subparagraph  (2) 
shall  be  the  price  in  either  (1)  or  (li)  as 
follows: 

(i)  On  a  sale  to  a  buyer  other  than 
a  buyer  who  is  engaged  in  the  business 
of  selling  hardwood  striking  tool  han¬ 
dles  only  at  retail  (see  definitions  in 
subparagraph  (5)  (iv)),  the  maximum 
price  shall  be  65%  of  the  list  price  for 
those  handles  of  that  grade,  tjrpe,  class 
and  pattern  contained  in  Table  C  or 
Table  D,  whichever  table  applies. 

(11)  On  a  sale  to  a  buyer  who  is  en¬ 
gaged  In  the  business  of  selling  hard¬ 
wood  striking  tool  handles  only  at  re¬ 


tail  (see  definitions  in  subparagraph 
(5)  (iv),  the  maximum  price  shall  be 
74%  of  the  list  price  for  those  handles 
of  that  grade.  t3npe.  class  and  pattern 
contained  in  Table  C  or  Table  D,  which¬ 
ever  table  applies. 

The  distributor’s  maximum  price  for 
such  an  order  of  handles  shall  be  82% 
of  the  list  price  for  those  handles  of 
that  grade,  type,  class  and  pattern  con¬ 
tained  in  Table  C  or  Table  D,  which¬ 
ever  table  applies. 

(5)  Sales  by  sellers  other  than  pro- 
ducers  and  manufacturers.  The  maxi¬ 
mum  prices  provided  for  under  this  sub- 
paragraph  (5)  are  subject  to  the  dis¬ 
counts  and  concessions  required  by 
paragraph  (e). 

(i)  Definition  of  distribution  type  of 
sale.  The  distribution  type  of  sale  is  a 
sale  by  a  seller,  other  than  a  producer 
or  manufacturer,  out  of  his  own  ware¬ 
house  where  that  seller  maintains  a 
varied  stock  of  items  covered  by  this  sec¬ 
tion  and  which  seller  buys  those  items 
from  one  or  more  producers  or  manufac¬ 
turers  of  such  items  and  sells  them  to 
government  agencies,  industrial  users, 
tool  manufacturers  or  retailers. 

A  sale  by  a  producer  or  manufacturer 
or  by  a  seller  who  does  not  maintain  a 
warehouse  shall  not  be  classified  as  a 
distribution  type  of  sale  under  any  cir¬ 
cumstances. 

(ii)  Maximum  prices  for  handles  on 
distribution  type  of  sale — (a)  Hickory 
handles:  Simplified  Practice  Recommen¬ 
dation  R77-39.  The  maximum  prices  on 
the  distribution  type  of  sale,  f.  o.  b.  the 
distributor’s  warehouse,  for  hickory  han- ' 

•  dies  graded  according  to  Simplified 
Practice  Recommendation  R77-39  shall 
be  82%  of  the  prices  contained  in  Table 
C  in  subparagraph  (1)  above  for  the 
types,  classes,  grades  and  sizes  indicated. 

(b)  Hickory  handles:  Federal  Speci¬ 
fication  NN-H-93.  "pie  maximum  prices 
on  the  distribution  type  of  sale,  f.  o.  b. 
the  distributor’s  warehouse,  for  hickory 
handles  manufactured  and  graded  ac¬ 
cording  to  Federal  Specification  NN-H- 
93  shall  be  82%  of  the  prices  contained 
in  Table  D  in  subparagraph  (2)  above 
for  the  types,  classes,  grades  and  sizes 
Indicated. 

(c)  Handles  specially  priced  under 
paragraph  (c)  below,  of  this  section. 
The  maximum  prices  on  the  distribution 
type  of  sale,  f.  o.  b.  the  distributor’s  ware¬ 
house.  for  handles  not  specifically  priced 
In  this  section  but  which  are  specially 
priced  under  paragraph  (c)  below  shall 
be  82%  of  the  list  price  duly  approved 
by  the  Office  of  Price  Administration  as 
provided  in  that  paragraph  (c). 

(ill)  Maximum  prices  for  handles  sold 
by  a  seller  who  does  not  maintain  a  ware¬ 
house.  For  a  seller  who  d»es  not  main¬ 
tain  a  warehouse  the  maximum  prices 
for  handles  covered  by  this  section  shall 
be  the  same  maximum  iHices  established 
by  this  section  for  manufacturers. 

(Iv)  Retail  type  of  sale.  The  retail 
type  ot  sale  is  excluded  from  the  cover¬ 
age  of  this  section.  That  tsrpe  of  sale  is 
covered  by  the  General  Maximum  Price 
Regulation  or  a  successor  regulation  pos¬ 
sessing  such  coverage.  For  the  purpose 
of  this  section,  the  retail  tsrpe  of  sale  is 
not  a  distribution  type  of  sale  but  is  a 
sale  “across  the  counter”  to  an  ultimate 


consumer  in  small  quantities  of  an  item 
which  the^r  er  carries  in  stock  and 
which  the^xiller  has  purchased  for 
resale. 

Within  the  meaning  of  this  section,  a 
person  who  is  engaged  in  the  business 
of  selling  hardwood  striking-tool  han¬ 
dles  at  retail  is  one  who  is  in  the  busi¬ 
ness  of  making  the  retail  type  of  sale  as 
defined  above. 

(c)  Maximum  prices  for  hickory 
handle  blanks,  hickory  handles  and  all 
other  hardwood  striking-tool  handles 
not  specifically  priced  in  this  section. 
Hickory  handle  blanks,  hickory  handles 
and  all  other  hardwood  striking  tool 
handles  sold  on  special  grades  or  speci¬ 
fications  or  with  special  services  or  other 
extras  not  specifically  priced  in  this  sec¬ 
tion  are  nevertheless  subject  to  this  sec¬ 
tion  as  “specially  priced  items”  or  “spe¬ 
cial  items.”  The  producer  or  manufac¬ 
turer  (referred  to  as  seller  in  this  para¬ 
graph)  ,  making  a  sale  of  an  item  covered 
by  this  section  for  which  that  seller  does 
not  have  a  maximum  price  duly  ap¬ 
proved  by  the  Office  of  Price  Adminis¬ 
tration,  shall  apply  to  the  Lumber 
Branch  of  the  Office  of  Price  Adminis¬ 
tration,  Washington  25,  D.  C.  for  ap¬ 
proval  of  a  requested  maximum  price 
for  that  item.  The  application  shall 
cover  only  one  order  or  inquiry  of  hickory 
handle' blanks  or  hardwood  striking-tool 
handles  and  a  copy  of  that  order  or  in¬ 
quiry  shall  accompEiny  the  application. 

On  his  application  the  seller  shall 
show  (1)  the  list  price  in  October  1941 
of  the  “special  item”  and  (2)  the  price 
differential  in  October  1941  between  the 
net  price  of  the  “special  item”  and  the 
net  price  of  the  most  comparable  stand¬ 
ard  item  specifically  priced  in  this  sec¬ 
tion,  or  (3)  the  price  differential  during 
the  first  month  before  October  1941  in 
which  he  had  sales  of  both  the  special 
item  and  the  most  comparable  item,  or 
(4)  if  (2)  and  (3)  are  impossible,  the 
price  differential  which  the  seller  would 
have  maintained  between  these  two 
items  in  October  1941.  The  seller  shall 
report  his  requested  price  in  his  appli¬ 
cation  together  with  an  explanation  of 
how  he  has  determined  such  price.  The 
maximum  price  shall  be  a  price  which  is 
in  appropriate  relationship  to  the  most 
comparable  standard  item,  determined 
from  an  examination  of  the  data  sub¬ 
mitted  by  the  seller  and  from  such  other 
data  as  may  be  available  to  the  Office  of 
Price  Administration.  A  maximum  price 
duly  approved  by  the  Office  of  Price  Ad¬ 
ministration  for  a  seller  for  a  special 
item  shall  apply  to  subsequent  sales  by 
that  seller  of  the  identical  item  unless 
the  Office  of  Price  Administration  limits 
the  applicability  of  the  approved  price 
in  some  manner. 

Within  thirty  (30)  days  of  the  date  on 
which  the  seller’s  application  is  received 
by  the  Lumber  Branch,  the  Office  of  Price 
Administration  shall  send  to  the  seller 
(1)  1U1  approval  of  a  maximum  price.  (2) 
a  disapproval  of  the  requested  price,  or, 
(3)  a  request  for  additional  information. 
If  the  Office  of  Price  Administration  fails 
to  send  one  of  such  notices  within  the 
thirty  (30)  day  period,  the  seller  may 
use  requested  price  as  an  approved 
maximum  price  but  such  approval  shall 
be  applicable  only  to  the  one  specifii 
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order  or  Inquiry  covered  by  the  applica¬ 
tion  and  only  to  the  quantity  of  the 
special  item  contained  in  that  order  or 
inquiry  on  the  date  of  the  application. 

Following  the  receipt  of  the  applica¬ 
tion  by  the  Lumber  Branch,  the  OflBce 
of  Price  Administration  must  send  a 
notice  to  the  seller  informing  him  of 
the  receipt  of  the  application.  K,  within 
the  thirty  (30)  day  period  described 
above,  the  Office  of  Price  Administra¬ 
tion  requests  additional  information,  a 
new  thirty  (30)  day  period  shall  begin 
to  run  from  the  date  on  which  that  infor¬ 
mation  is  received  by  the  Lumber 
Branch. 

Prior  to  the  approval  of  a  maximum 
price  as  provided  in  this  paragraph,  the 
seller  shall  not  make  any  collections  on 
account  of  the  sale  price  of  the  special 
item.  However,  the  seller  may  proceed 
with  the  delivery  of  the  specif  item, 
using  the  requested  price  as  a  tentative 
maximum  price  but  all  quotations,  con¬ 
tracts  and  invoices  must  notify  the 
buyer  that  the  price  is  subject  to  ap¬ 
proval  by  the  Office  of  Price  Administra¬ 
tion  within  the  thirty  (30)  day  period 
described  above. 

(d)  Sales  made  on  basis  other  than 
list  prices  contained  in  this  section.  It 
shall  not  constitute  a  violation  of  this 
section  for  a  seller  of  items  covered  by 
this  section  to  sell  on  a  basis  other  than 
the  use  of  the  list  prices  contained  in 
Tables  C  and  D  of  subparagraphs  (1) 
and  (2)  respectively  of  paragraph  (b) 
above,  provided,  the  sale  prices  of  such 
seller  do  not  exceed  the  maximum  prices 
provided  for  in  this  section. 

(e)  Discounts  and  concessions.  All 
maximum  prices  provided  for  under  this 
section  3.10  are  subject  to  this  para¬ 
graph  (e).  In  making  a  sale  of  an  item 
or  items  covered  by  this  section,  a  seller 
shall  give  to  the  purchaser  the  same 
trade,  cash  or  service  discounts  or  con¬ 
cessions  which  that  seller  gave  to  a  pur¬ 
chaser  of  the  same  class  in  March  1942. 
For  example;  A  manufacturer  of  strik¬ 
ing-tool  handles  $old  handles  in  March 
1942  to  distributors  at  a  discount  of  50% 
from  his  list  price  and  sold  to  tool  manu¬ 
facturers  at  ^scounts  from  his  list  prices 
of  50%  and  5%.  Under  this  section,  that 
manufacturer  must  continue  to  maintain 
these  discount  relations  and  would  sell 
to  distributors  at  65%  of  his  list  prices 
and  would  sell  to  tool  manufacturers  at 
discounts  from  his  list  prices 'of  35% 
and  5%. 

(f)  Transportation — (1)  Hickory  han¬ 
dle  blanks — (i)  Common  or  contract  car¬ 
rier.  To  the  permissible  maximum  price 
for  hickory  handle  blanks  provided  for 
in  this  section,  the  seller  of  the  blanks 
may  add  the  actual  transportation 
charges  paid  by  the  seller  to  a  common 
or  contract  carrier  for  transportation  of 
the  hickory  handle  blanks  directly  from 
the  seller’s  plant  to  the  point  of  delivery 
required  by  the  purchaser. 

(ii)  Truck  haul  prior  to  shipment  by 
a  common  or  contract  carrier.  When  a 
truck  haul  precedes  a  rail  shipment  or 
water-borne  shipment,  as  for  example, 
when  a  seller  of  hickory  handle  blanks 
located  away  from  a  railhead  or  away 
from  the  point  at  which  water-borne 
shipment  begins,  hauls  the  hickory  han¬ 


dle  blanks  by  truck  to  the  railhead  or  to 
shipside,  no  addition  may  be  made  for  the 
truck  haul. 

(ill)  AU  truck  haul.  When  shipment 
of  hickory  handle  blanks  Is  by  truck 
owned  or  controlled  by  the  seller,  no  ad¬ 
dition  may  be  made  for  such  transporta¬ 
tion  charges  or  expenses  if  the  point  of 
delivery  ordered  by  the  purchaser  is  lo¬ 
cated  25  miles  or  less  from  the  seller’s 
plsuit  over  the  most  direct  route  which 
Is  normally  used.  But,  when  shipment 
of  the  hickory  handle  blanks  is  by  truck 
owned  or  controlled  by  the  seller  and  if 
the  point  of  delivery  ordered  by  the  pur- 
'  chaser  is  located  at  a  point  greater  than 
25  miles  from  the  seller’s  plant  over  the 
most  direct  route  which  is  normally  used, 
the  seller  may  make  the  following  ad¬ 
ditions  to  the  permissible  maximum 
price  for  hickory  handle  blanks  provided 
for  in  this  section: 

1  cent  per  blank  for  lengths  29"  or  more. 

Vi  cent  per  blank  for  lengths  less  than  29". 

(iv)  If,  in  the  purchase  of  hickory 
handle  blanks,  the  point  of  delivery 
ordered  by  the  purchaser  is  located  at  a 
point  greater  than  25  miles  from  the 
seller’s  plant  over  the  most  direct  route 
which  is  normally  used  and,  if  the  pur¬ 
chaser  collects  the  hickory  handle  blanks 
at  the  seller’s  plant  and  transports  them 
in  a  truck  owned  or  controlled  by  the 
purchaser  to  the  point  of  delivery,  the 
seller  shall  deduct  from  the  maximum 
prices  provided  for  in  paragraph  (a)  (1) 
of  this  section  a  sum  figured  as  follows: 

1  cent  per  blank  for  lengths  29"  or  more. 

Vi  cent  per  blank  for  lengths  less  than  29". 

(2)  Hickory  handles  or  other  hard¬ 
wood  striking-tool  handles.  For  a  ship¬ 
ment  of  hickory  handles  or  other  strik¬ 
ing-tool  handles  weighing  less  than  100 
lbs.,  the  seller  may  add  to  the  permissible 
maximum  price  provided  for  in  this  sec¬ 
tion  the  actual  charges  paid  or  owed  by 
the  seller  to  a  common  or  contract  car¬ 
rier  for  transportation  directly  frpm  the 
seller’s  plant  to  the  point  of  delivery  re¬ 
quired  by  the  purchaser. 

For  a  shipment  of  hickory  handles  or 
other  striking-tool  handles  weighing  100 
lbs.  or  more  to  a  point  of  delivery  ordered 
by  the  buyer  located  east  of  105“  West 
Longitude  the  following  rules  shall  gov¬ 
ern: 

(i)  If  the  seller  makes  shipment  by  a 
common  carrier  of  the  seller’s  own  choice 
to  the  point  of  delivery  referred  to  above, 
no  addition  for  transportation  shall  be 
made  by  the  seller  to  the  permissible 
maxinium  prices  for  the  items  sold  pro¬ 
vided  by  this  section. 

(ii)  If  on  the  specific  order  of  the 
buyer,  the  seller  makes  shipment  by  a 
common  carrier  other  than  the  one 
charging  the  lowest  rate  of  all  common 
carriers  providing  transportation  from 
the  seller’s  shipping  point  to  the  point 
of  delivery  referred  to  above,  the  seller 
may  add  the  amount  of  the  difference 
between  the  lawful  charges  of  the  com¬ 
mon  carrier  by  which  shipment  was 
made  and  the  lawful  charges  of  that 
common  carrier  with  the  lowest  rate. 

For  a  shipment  of  hidcory  handles  or 
other  striking-tool  handles  weighing  100 
lbs.  or  more,  the  seller  may  add  to  the 
permissible  maximum  prices  provided 


for  In  this  section  any  transportation 
charges  owed  or  paid  by  the  seller  to  a 
common  or  contract  carrier  which  may 
exceed  $1.25  per  himdredweight  provided 
the  point  of  delivery  ordered  by  the  pur¬ 
chaser  is  located  west  of  105“  West  Lon¬ 
gitude. 

(g)  Export  sales.  The  maximum 
prices  for  export  sales  of  items  covered 
by  this  section  are  governed  by  the  Sec¬ 
ond  Revised  Maximum  Export  Price  Reg¬ 
ulation. 

’This  amendment  will  become  effective 
December  10,  1945. 

Note:  AU  reporting  and  record-keeping  re¬ 
quirements  of  this  amendment  have  been 
approved  by  the  Bureau  of  the  Budget  In 
accordance  with  the  Federal  Reports  Act  of 
1942. 

Issued  this  4th  day  of  December  1945. 

(Chester  Bowles, 
Administrator. 

|F.  R.  Doc.  4&-21'lr31;  Piled,  Dec.  4,  1945; 

11:34  a.  m.] 


Part  1384 — Hardwood  Lumber  Products 
[MPR  501,^  Arndt.  8] 

HICKORY  STRIKING  TOOL  HANDLE  BLANKS 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment,  issued  simultaneously  herewith, 
has  been  filed  with  the  Division  of  the 
Federal  Register. 

Maximum  Price  Regulation  501  is 
amended  as  follows: 

Section  2  is  amended  by  the  addition 
of  a  new  paragraph  (i)  to  follow  imme¬ 
diately  after  paragraph  (h)  and  to  read 
as  follows: 

(i)  Hickory  striking  tool  handle 
blanks  covered  by  section  3.10  of  Second 
Revised  Supplementary  Regulation  14  to 
the  General  Maximum  Price  Regulation. 

This  amendment  becomes  effective  De¬ 
cember  10,  1945. 

Issued  this  4th  day  of  December  1945. 

*  Chester  Bowles, 

Administrator. 

[P.  R.  Doc.  45-21727;  Piled,  Dec.  4.  1945; 

.  .  11:83  a.  m.] 


Part  1384 — Hardwood  Lumber  Products 
[MPR  196,*  Arndt.  8] 

TURNED  AND  SHAPED  WOOD  PRODUCTS 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment,  Issued  simultaneously  herewith, 
has  been  filed  with  the  Division  of  the 
Federal  Register. 

Section  1384,51  of  Maximum’  Price 
Regulation  196  is  amended  to  read  as 
follows: 

i  1384.51  Definition  of  ^'turned  or 
shaped  wood  products.**  For  the  pur¬ 
pose  of  this  Maximum  Price  Regulation 
196, 


*8  FR.  16795;  9  P  R.  6110;  10  JR.  2617. 

*  7  P.R.  6078,  7264,  8016,  8945;  8  P.R.  11812, 
15194,  16431. 
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(a)  The  term  “turned  wood  product*’ 
means  any  softwood  or  hardwood  lum¬ 
ber  product  which  has  been  turned  on  a 
cutting  machine  or  passed  through  a 
dowel  machine.  *  The  term  “turned  wood 
product”  includes  handles  other  than 
those  handles  excluded  under  subpara¬ 
graph  (3)  below  and  it  also  includes  wood 
parts  of  utensils  and  wood  parts  of  ap¬ 
pliances  (other  than  rotary  cut  lumber) 
which  have  been  turned  on  a  cutting 
machine  or  passed  through  a  dowel  ma¬ 
chine. 

The  term  “turned  wood  product”  also 
Includes  products  which  must  have  fur¬ 
ther  work  performed  on  them  or  a  part 
or  parts  assembled  to  them  before  they 
are  ready  for  ultimate  use.  The  neces¬ 
sity  for  painting,  lacquering  or  varnish¬ 
ing  such  products  before  they  are  ready 
for  ultimate  use  shall  not  be  considered 
criteria  to  determine  whether  further 
work  must  be  performed  on  the  products 
for  them  to  be  ready. for  ultimate  use. 
In  addition,  the  term  “turned  wood  prod¬ 
uct”  Includes  wood  soles  and  lasts,  how¬ 
ever  made,  and  regardless  of  whether 
the  soles  or  lasts  consist  exclusively  of 
wooden  parts  or  of  wooden  parts  assem¬ 
bled  with  other  parts. 

The  term  does  not  include: 

(1)  Rotary  cut  lumber  or  veneer. 

(2)  Finished  products  ready  for  ulti¬ 
mate  use  (rather  than  incorporation  in 
other  products),  consisting  of  a  turned 
wood  product  or  an  assembly  of  a  turned 
wood  product  or  products  and  other 
parts.  Specifically,  but  not  exclusively, 
the  following  products  are  not  subject 
to  this  Maximum  Price  Regulation  196: 
furniture,  brooms,  mops,  carpet  sweep¬ 
ers.  toys,  games,  baseball  bats,  checkers, 
chessmen,  billiard  cues,  drumsticks,  golf 
tees,  tools,  wooden  spoons,  wooden 
bowls,  toothpicks,  potato  mashers,  roll¬ 
ing  pins,  clothespins,  medical  applica¬ 
tors  and  an  assembly  of  wood  product 
units  even  though  any  one  or  more  of 
such  units  by  itself  is  a  turned  wood 
product. 

(3)  Hickory  and  other  hardwood 
striking  tool  handles  covered  by  section 
3.10  of  Second  Revised  Supplementary 
Regulation  14  to  the  General  Maximum 
Price  Regulation. 

(b)  The  term  “shaped  wood  product” 
means  any  softwood  or  hardwood  lum¬ 
ber  product  which  has  been  shaped  to 
pattern  on  a  cutting  machine.  The 
term  “shaped  wood  product”  includes 
handles  other  than  those  handles  ex¬ 
cluded  under  subparagraph  (6)  below 
and  it  also  includes  wood  parts  of  uten¬ 
sils  and  wood  parts  of  appliances  which 
have  been  shaped  to  pattern  on  a  cut¬ 
ting  machine.  The  term  “shaped  wood 
product”  also  includes  products  which 
must  have  further  work  performed  on 
them  or  a  part  or  parts  assembled  to 
them  before  they  are  ready  for  ultimate 
use.  The  necessity  for  painting,  lac¬ 
quering  or  varnishing  the  products  be¬ 
fore  they  are  ready  for  ultimate  use 
shall  not  be  considered  criteria  to  de¬ 
termine  whether  further  work  must  be 
performed  on  the  products  for  them  to 
be  ready  for  ultimate  use. 

The  term  does  not  include: 

(1)  Moulding. 


(2)  Mlllwork. 

(3)  Small  dimension  stock  either 
rough,  semi-machined  or  completely 
machined  and  either  glued  or  not  glued. 

(4)  Doors,  sash,  windows  and  frames 
or  parts  thereof. 

(5)  Finished  products  ready  for  ulti¬ 
mate  use  (rather  than  for  incorporation 
in  other  products)  consisting  of  a  shaped 
wood  product  or  an  assembly  of  a  shaped 
wood  product  or  products  and  other 
parts.  Specifically,  but  not  exclusively, 
the  following  products  are  not  subject  to 
this  Maximum  Price  Regulation  196: 
furniture,  toys,  tools,  picker  sticks,  tooth¬ 
picks,  clothespins,  wooden  spoons,  medi¬ 
cal  applicators,  tongue  depressors,  and  an 
assembly  of  wood  product  units  even 
though  any  one  or  more  of  such  units  by 
Itself  is  a  shaped  wood  product. 

( 6 )  Hickory  and  other  hardwood  strik¬ 
ing  tool  handles  covered  by  section  3.10 
of  Second  Revised  Supplementary  Regu¬ 
lation  14  to  the  General  Maximum  Price 
Regulation. 

This  amendment  becomes  effective  De¬ 
cember  10,  1945. 

Issued  this  4th  day  of  December  1945. 

Chester  Bowles, 
Administrator. 

[F.  R.  EtoC.  46-21728:  Piled,  Dec.  4,  1945; 

11:33  a.  m.] 


Part  1499 — Commodities  and  Services 

[SR  14E,  Arndt.  17] 

IMPORTED  SOUTH  AMERICAN  HORSE  HIDES 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment,  issued  simultaneously  herewith, 
has  been  filed  with  the  Division  of  the 
Federal  Register. 

1.  The  last  sentence  of  section  3.2  (b) 
is  amended  by  deleting  the  word  “or” 
appearing  after  the  phrase  “section 
3.5  (c),”  and  by  deleting  the  words 
appearing  after  the  phrase  “section  3.11” 
and  substituting  therefor  the  words  “or 
South  American  Horse  Hides  subject  to 
section  3.12  of  this  regulation.” 

2.  Section  3.12  is  added  to  read  as 
follows: 

Sec.  3.12  Imported  South  American 
horse  hides.  This  section  establishes 
maximum  prices  for  all  purchases  for 
Importation  into  the  continental  United 
States  and  for  all  sales  after  arrival  in 
the  continental  United  States  of  South 
American  whole  horse  hides  and  parts 
of  wet  salted  horse  hides. 

The  term  “horse  hides”  as  used  in 
this  section  means  untanned  horse  hides 
or  pony  skins  originating  in  South 
America. 

(a)  Maximum  prices  for  the  importa¬ 
tion  of  South  American  whole  horse 
hides — (1)  Wet  salted  whole  horse  hides. 
The  maximum  price  which  may  be  paid 
by  any  purchaser  for  wet  salted  whole 
horse  hides  to  be  imported  Into  the  con¬ 
tinental  United  States  shall  be  the  price 
enumerated  In  Table  I  below  for  the  ap¬ 
plicable  group: 


Table  I 


Group 

Average  net 
landed  weight  in 
Itounds 

Price  per  pound 
net  ianded  weight 
C.  &  F.  Atlantic 
or  Gulf  port  of 
entry 

1 _ _ 

to  44*i . 

$0,105 

2  .  . . . 

44*i  to  48H . 

.na'i 

3 . 

4K)4  and  heavier. 

.1175 

Inservibles . 

All  weights . 

.076 

The  average' net  landed  weight  for  a 
lot  of  hides  shall  be  determined  as  fol¬ 
lows: 

(1)  The  lot  of  hides  shall  be  weighed 
on  arrival  in  the  United  States  to  obtain 
its  gross  received  weight. 

(il)  A  representative  sample  of  the  lot 
shall  be  weighed  to  obtain  the  gross  re¬ 
ceived  weight  of  the  sample. 

(ill)  Each  hide  in  the  sample  shall  be 
biffed  twice  on  each  side  if  shipped  in  a 
bimdle  and  once  on  each  side  if  shipped 
loose  and  the  sample  shall  then  be  re¬ 
weighed  and  the  loss  of  weight  computed. 

(iv)  The  loss  of  weight  on  the  sample 
shall  be  divided  by  the  gross  received 
weight  of  the  sample  to  determine  the 
percentage  tare  on  the  sample. 

(v)  The  gross  weight  of  the  lot  shall 
be  multiplied  by  the  percentage  tare 
thus  obtained  to  determine  the  tare  for 
the  lot. 

(Vi)  The  tare  shall  be  deducted  from 
the  gross  received  ^ight  of  the  lot  to  ob¬ 
tain  the  net  land^  weight.  No  toler¬ 
ance  is  permitted. 

(2)  Dry  or  dry  salted  whole  horse 
hides.  The  maximum  price  which  may 
be  paid  by  any  purchaser  for  dry  or  dry 
salted  whole  horse  hides  to  be  imported 
into  the  continental  United  States  shall 
be  the  price  enumerated  below  for  the 
applicable  weight  group. 


Table  II 


Average  weight  In  kilos 

Price,  C.  &  F.  Atlantic 
or  Gulf  port  of  entry 

Per  hide 

Per  pound 

3  to  3H . 

$1.00 
1. 10 
1.55 
1.80 

3H  to  4H . 

4H  to  6 . 

6tb8 . 

6  to  8 . 

$0.13 

.14 

-.15 

.l.W 

8  to  9 . 

0  to  10 . 

10  to  11 . 

The  shipping  weight  with  3%  to^f  ranee 
permitted,  shall  be  used  in  computing 
the  average  weight  in  kilos  and  the  num¬ 
ber  of  pounds  for  which  payment  is  to  be 
made. 

The  above  maximum  prices  apply  only 
to  lots  meeting  each  of  the  following 
specifications: 

(I)  Free  of  Inservibles; 

(II)  Minimum  70%  first  grade  hides,  maxi¬ 
mum  30%  desechos; 

(III)  Minimum  90%  half  hairs  and  better, 
maximum  10%  summer  hairs. 

The  maximum  price  for  all  Inservibles 
and  any  desechos  or  summer  hairs  in  ex¬ 
cess  of  the  maximum  percentages  speci¬ 
fied  above  shall  be,  in  the  case  of  hides 
weighing  less  than  6  kilos,  the  price 
enumerated  above  for  the  applicable 
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wdght  group  reduced  by  one-third;  and 
in  the  case  of  hides  weighing  6  kilos  or 
more,  9*4  cents  per  pound. 

(b)  Commissions  and  other  charges. 
In  the  event  that  a  broker  is  employed 
to  purchase  for  importation  horse  hides 
subject  to  this  section  3.12,  a  commission 
or  fee  may  be  charged  and  paid  for  such 
services  as  follows; 

(1)  On  import  purchases  of  wet  salted 
horse  hides  or  parts  thereof  the  maxi¬ 
mum  commission  shall  be  3%  of  the  ap¬ 
plicable  maximum  price,  C  &  F  Atlantic 
or  Gulf  port  of  entry,  determined  under 
paragraphs  (a)  (1)  or  (d)  of  this  sec¬ 
tion.  However,  a  broker  who  finances 
the  importation  of  the  hides,  opening  his 
own  letter  of  credit,  may  charge  and  be 
paid  in  addition  thereto  *72%  of  the 
maximum  price.  C  SiF  Atlantic  or  Gulf 
port  of  entry,  determined  under  para¬ 
graphs  (a)  (1)  or  (d)  of  this  section. 

(2)  On  import  purchases  of  dry  or  dry 
salted  horse  hides  the  maximum  com¬ 
mission  shall  be  4%  of  the  applicable 
maximum  price,  C  &  F  Atlantic  or  Gulf 
port  of  entry,  determined  under  para¬ 
graphs  (a)  (2)  or  (d)  of  this  section. 

(c)  Maximum  prices  for  resales  in  the 
continental  United  States  of  imported 
South  American  horse  hides.  The  maxi¬ 
mum  price,  C  &  F  Atlantic  or  Gulf  port 
of  entry,  for  the  resale  in  the  continental 
United  States  of  horse  hides  subject  to 
this  section  3.12  shall  be,  in  the  case  of 
wet  salted  hides  or  parts  thereof,  the 
applicable  maximum  price,  C  &  F  At¬ 
lantic  or  Gulf  port  of  entry,  determined 
under  paragraphs  (a)  (1)  or  (d)  of  this 
section  plus  an  amount  equal  to  3  Vi  % 
thereof,  and  in  the  case  of  dry  or  dry 
salted  hides,  the  applicable  maximum 
price,  C  &  F  Atlantic  or  Gulf  port  of 
entry,  determined  under  paragraphs  (a) 
(2)  or  (d)  of  this  section  plus  an  amount 
equal  to  4%  thereof. 

(d)  Maximum  prices  for  imported 
South  American  horse  hides  which  can¬ 
not  be  priced  under  the  preceding  para¬ 
graphs.  The  maximum  price  for  im¬ 
ported  whole  horse  hides  or  parts  of  wet 
salted  horse  hides  subject  to  this  section 
3.12  for  which  a  maximum  price  cannot 
be  determined  in  accordance  with  the 
preceding  paragraphs,  shall  be  a  price  in 
line  with  the  level  of  maximum  prices 
established  by  this  section  3.12  and  shall 
be  established  by  an  order  issued  by  the 
Office  of  Price  Administration. 

Any  person  who  seeks  to  establish  a 
maximum  price  in  accordance  with  this 
paragraph  (d)  shall  file  with  the  Leather, 
Fur  and  Fibers  Branch,  Consumer  Goods 
Price  Division,  Office  of  Price  Adminis¬ 
tration,  Washington  25,  D.  C.,  an  appli¬ 
cation  setting  forth:  (1)  a  description  in 
detail  of  the  hides  or  parts  thereof  in¬ 
cluding  types,  average  weights,  grades 
and  selections;  (2)  a  statement  of  the 
reasons  why  such  hides  or  parts  thereof 
cannot  be  priced  under  one  of  the  pre¬ 
ceding  paragraphs;  (3)  the  most  nearly 
comparable  hides  enumerated  in  the  pre¬ 
ceding  paragraphs,  and  in  the  case  of 
whole  hides  a  statement  of  the  charac¬ 
teristics  which  differentiate  such  hides 
from  the  hides  for  which  a  maximum 
price  is  sought;  and  (4)  the  maximum 
price  requested.  No  person  shall  buy, 
sell  or  deliver  any  imported  whole  hides 
or  parts  thereof  subject  to  this  section 
No.  237 - 3 


8.12  (d)  until  maximum  prices  therefor 
have  been  established  by  the  Office  of 
Price  Administration. 

(e)  Invoices.  Every  seller  or  broker 
shall,  in  connection  with  every  sale  sub¬ 
ject  to  this  section,  furnish  to  the  pur¬ 
chaser  within  5  days  from  the  date  of 
shipment  an  invoice  or  similar  document 
setting  forth  in  addition  to  the  terms 
of  sale  the  following  information:  (1) 
the  ncunes  and  addresses  of  the  seller  and 
the  purchaser;  (2)  the  date  of  invoice; 

(3)  the  date  on  which  the  sale  or  contract 
was  made;  (4)  the  types  or  groups,  aver¬ 
age  weights,  grades  and  Elections  (in¬ 
cluding  percentages)  of  hides  included  in 
the  shipment,  and  the  price  charged  for 
each;  (5)  the  commission  charged;  and 
(6)  the  amounts  actually  paid  for  marine 
and  war  risk  insurance,  customs  entry 
fee  and  any  other  charges  incidental  to 
the  receipt  of  such  hides. 

(f)  Records.  Every  seller  or  broker 
shall  keep  a  duplicate  copy  of  the  invoice 
or  similar  document  delivered,  and  every 
purchaser  in  the  course  of  trade  or  busi¬ 
ness  shall  keep  the  invoice  or  similar 
document  received,  in  connection  with 
every  sale  or  purchase  of  imported  hides 
subject  to  this  section  3.12.  Such  records 
shall  be  made  available  for  Inspection  by 
the  Office  of  Price  Administration  for  so 
long  as  the  Emergency  Price  Control  Act 
of  1942,  as  amended,  remains  in  effect. 

This  amendment  shall  become  effec¬ 
tive  December  10,  1945. 

Nots:  The  reporting  and  record-keeping 
provisions  of  this  amendment  have  been  ap¬ 
proved  by  the  Bureau  of  the  Budget  In  ac¬ 
cordance  with  the  Federal  Reports  Act  of 
1942. 

Issued  this  4th  day  of  December  1945. 

Chester  Bowles, 
Administrator. 

(F.  R.  Doc.  45-21722;  Filed,  Dec.  4,  1945; 

11:32  a.  m.] 


Chapter  XVIIl — Office  of  Stabilization  Ad- 
jhinistrator,  Office  of  War  Mobilization 
and  Reconversion 

Part  4004 — Price  Stabilization; 

Maximum  Prices 
[Directive  61,  Arndt.  2] 

FROZEN  VEGETABLES — 1945 

The  Price  Administrator  on  September 
12,  1945,  and  the  Secretary  of  Agricul¬ 
ture  on  November  20,  1945,  submitted 
certain  information  and  recommenda¬ 
tions  with  respect  to  the  pasnnent  of  sub¬ 
sidies  on  the  quantities  of  snap  beans, 
sweet  corn  and  green  peas  used  in  pro¬ 
ducing  the  portion  of  the  1945  pack  of 
frozen  vegetables  utilized  by  the  proc¬ 
essors  thereof  in  actually  producing 
other  food  products. 

1.  I  hereby  find  that  the  payment  of 
subsidies  on  the  quantities  of  snap 
beans,  sweet  com  and  green  peas  used 
In  producing  the  portion  of  the  1945  pack 
of  frozen  vegetables  utilized  by  the  proc¬ 
essors  thereof  in  actuaUy  producing 
other  food  products  will  effectuate  the 
purposes  of  the  Emergency  Price  Control 
Act  of  1942,  as  amended,  the  Stabiliza¬ 
tion  Act  of  1942,  as  amended,  and  Execu¬ 


tive  Orders  9250,  9328  and  9599,  by  cor¬ 
recting  a  gross  inequity. 

2.  The  first  soitrace  of  paragraph  (2) 
of  Directive  61  Issued  June  27,  1945,  as 
amended,  is  further  amended  to  read 
as  follows: 

The  Department  of  Agriculture  is 
hereby  authorized  and  directed  to  make 
subsidy  payments,  out  of  funds  of  the 
Commodity  Credit  Corporation,  on 
frozen  snap  beans,  frozen  sweet  corn, 
frozen  green  peas  and  frozen  mixed  veg¬ 
etables  containing  one  or  more  of  these 
three  vegetables,  produced  during  the  pe¬ 
riod  May  1,  1945,  through  December  31, 
1945  (except  that  with  respect  to  frozen 
snap  beans  and  frozen  mixed  vegetables 
containing  snap  beans,  the  terminal  date 
of  production  shall  be  February  28,  1946, 
Inclusive) ,  and  eligibly  sold  to  purchasers 
other  than  Government  procurement 
agencies  during  the  period  May  1,  1945, 
through  June  30,  1946  (or  such  later 
date  as  the  Department  of  Agriculture 
may  specify),  or  used  by  the  processor 
thereof  in  actually  producing  any  other 
food  product. 

(E.O.  9250;  E.O.  9328,  3  CFR,  Cum.  Supp. 
pp.  1213,  1267;  E.O.  9599  (10  F.R.  10155) ; 
and  E.O.  9620  (10  F.R.  12033) 

Issued  and  effective  this  30th  day  of 
November  1945. 

J.  C.  Collet, 

Stabilization  Administrator. 

[F.  R.  Doc.  46-21699;  Piled,  Dec.  3,  1945; 

3:00  p.  m.] 


(Directive  90] 

Part  4003 — Support  Prices;  Subsidies 

LIVESTOCK  SLAUGHTER  PAYMENTS 

The  Price  Administrator  has  submit¬ 
ted  to  me  certain  information  and  rec¬ 
ommendations  with  respect  to  adjust¬ 
ment  of  the  rates  of  subsidy  payments  on 
livestock  slaughtered  from  July  1,  1945, 
to  October  31,  1945,  and  from  April  1, 
1945,  to  October  31,  1945.  After  careful 
consideration,  I  find: 

(a)  That  on  or  about  June  6,  1945,  the 
Price  Administrator,  with  the  approval 
of  the  Economic  Stabilization  Director 
and  the  Director  of  War  Mobilization  and 
Reconversion,  announced  that  the  Gov¬ 
ernment  would  see  that  slaughter  of  each 
of  the  three  main  species  of  livestock — 
cattle  and  calves,  hogs,  and  sheep  and 
lambs— ^was  separately  profitable  at  least 
on  an  annual  basis  and,  to  the  fullest 
extent  practicable,  at  all  times; 

(b)  That  the  substance  of  this  an¬ 
nouncement  was  embodied  in  the  Emer¬ 
gency  Price  Control  Act  of  1942  by  the 
so-called  Barkley-Bates  amendment,  ef¬ 
fective  July  1, 1945,  providing  that  maxi¬ 
mum  prices  for  meat  and  meat  products, 
after  the  effective  date  of  the  amend¬ 
ment,  should  allow  for  a  reasonable  mar¬ 
gin  of  profit  to  the  processing  industry 
as  a  group  on  each  of  the  three  main 
species; 

(c)  That  this  announcement,  together 
with  the  Barkley-Bates  amendment  to 
the  Emergency  Price  Control  Act,  was 
reasonably  understood  and  relied  on  by 
the  Industry  as  an  undertaking  that 
maximum  prices  for  meat  and  meat 
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products,  or  subsidy  rates,  would  be  ad¬ 
justed,  If  necessary,  for  the  purpose  of 
affording  the  industry  as  a  whole  a  rea¬ 
sonable  margin  of  profit  on  each  main 
species  with  respect  to  livestock  slaugh¬ 
tered  from  July  1,  1945,  to  October  31, 
1945; 

(d)  That  this  undertaking  was  neces¬ 
sary  in  order  to  obtain  the  necessary 
supply  of  meat  and  to  implement  the 
production  and  stabilization  programs; 

(e)  That  a  return  of  0.7  per  cent  on 
sales  is  the  current  equivalent,  or  more 
than  the  equivalent,  of  the  return  earned 
by  the  industry  as  a  whole  in  the  repre¬ 
sentative  peacetime  period  1936-1939 
and  constitutes,  therefore,  a  reasonable 
margin  of  profit  on  each  of  the  three 
main  species; 

(f)  That  the  payments  authorized  in 
section  1  of  this  directive  are  necessary 
in  order  to  carry  out  the  foregoing 
undertaking; 

(g)  That  on  or  about  April  1, 1945,  the 
Price  Administrator  and  the  Economic 
Stabilization  Director  announced  that 
adjustments  would  be  made  in  ceiling 
prices  for  meat  and  meat  products  or  in 
subsidy  payments  in  order  to  see,  first, 
that  so  far  as  practicable  the  revenues 
of  the  meat  packing  industry  during 
each  of  the  various  periods  of  the  year 
would  equal  something  more  than  costs 
of  production,  and  second,  that  at  all 
events  its  earnings  for  the  year  as  a 
whole  would  equal  those  in  a  fair  pre¬ 
war  base  period; 

(h)  That  this  announcement  was 
reasonably  understood  and  relied  on  by 
the  industry  as  an  undertaking  that, 
with  respect  to  livestock  slaughtered 
from  April  1,  1945  to  October  31,  1945, 
subsidy  payments  would  be  adjusted,  if 
necessary,  for  the  purpose  of  placing  the 
industry  as  a  whole,  and  any  clearly 
defined  segment  thereof,  in  as  favorable 
a  position  for  the  year  as  a  whole  as  it 
was  in  during  a  representative  prewar 
period  both  from  the  standpoint  of  aver¬ 
age  earnings  and  from  the  standpoint  of 
the  proportion  of  the  output  produced 
profitably; 

(i)  That  this  undertaking  was  neces¬ 
sary  in  order  to  obtain  the  necessary 
supply  of  meat  and  to  implement  the 
production  and  stabilization  programs; 

(j)  That  earnings  for  the  industry  as 
a  whole  for  the  fiscal  year  predominant 
in  the  industry  were  materially  in  ex¬ 
cess  of  the  return  on  net  worth  earned  in 
the  representative  prewar  period  1936- 
1939,  and  that  a  smaller  proportion  of 
the  output  was  produced  at  a  loss  than 
in  that  prewar  period; 

(k)  That  if  the  earnings  of  the  largest 
packers,  which  received  substantial  re¬ 
turns  from  sales  of  non-food  products, 
are  excluded  from  consideration,  the 
earnings  of  the  remainder  of  the  indus¬ 
try  for  the  fiscal  year  were  still  equiva¬ 
lent  to  the  return  on  net  worth  earned 
by  this  portion  of  the  industry  in  1936- 
1939;  but  that  on  this  basis  a  larger  pro¬ 
portion  of  the  output  was  produced  at  a 
loss  than  in  the  base  period; 

(l)  That  the  remainder  of  the  indus¬ 
try  just  referred  to  (that  is,  the  indus¬ 
try  exclusive  of  the  largest  packers 
which  received  substantial  returns  from 
sales  of  non-food  products)  constitutes 


a  distinct  segment  thereof,  and  that  the 
undertaking  described  in  paragraph  (g), 
above,  requires  that  this  segment  of  the 
industry  be  placed  in  as  favorable  a  po¬ 
sition  as  it  was  in  during  a  representa¬ 
tive  peacetime  period  from  the  stand¬ 
point  of  the  proportion  of  the  output 
produced  profitably. 

(m)  That  additional  subsidy  pay¬ 
ments  made  for  the  purpose  of  reducing 
the  proportion  of  the  output  produced  by 
this  segment  of  the  industry  at  a  loss 
ought  not  to  be  made  to  those  slaughter¬ 
ers  who  already  have  earned  during  the 
fiscal  year  profits  materially  better  than 
normal  average  peacetime  profits;  and 
that  a  return  of  one  percent  on  sales  can 
reasonably  be  taken  as  representing,  un¬ 
der  current  conditions,  profits  materially 
better  than  normal  average  peacetime 
profits; 

(n)  That  while  so  far  as  practicable 
additional  subsidy  payments  should  be 
made  on  the  principle  stated  in  para¬ 
graph  (m),  above,  it  is  impracticable  to 
vary  payments  according  to  earnings  in 
the  case  of  the  smallest  slaughterers  in 
the  industry  because  of  their  number  and 
the  inadequacy  of  their  records;  that 
slaughterers  who  during  the  fiscal  year 
would  otherwise  receive  less  than  $25,000 
in  livestock  subsidy  payments  (exclusive 
of  the  extra  compensation  provided  for 
non -processing  slaughterers)  may  fairly 
be  taken  as  representing  this  class  of 
slaughterer;  and  that  it  is  reasonable 
and  proper  and  consistent  with  the  pur¬ 
poses  of  the  stabilization  laws  to  make 
additional  payments  to  this  class  of 
slaughterer  irrespective  of  inquiry  into 
current  earnings; 

(0)  That  the  payments  authorized  in 
sections  2  to  9  of  this  directive  are  neces¬ 
sary  to  carry  out  the  undertaking  de¬ 
scribed  in  paragraph  (g)  consistently 
with  the  principles  and  findings  stated  in 
paragraphs  (h)  to  (n). 

Accordingly,  pursuant  to  the  authority 
vested  in  me  by  the  Stabilization  Act 
of  1942,  as  amended,  and  by  Executive 
Order  9250  of  October  3,  1942  (7  F.R. 
7871)  Executive  Order  9328  of  April  8 
1943  (8  F.R.  4681),  Executive  Order  9599 
of  August  18,  1945  (10  F.R.  10155),  Exec¬ 
utive  Order  9620  of  September  20,  1945 
(10  F.R.  12033),  the  directive  of  October 
13,  1945,  issued  by  the  Director  of  War 
Mobilization  and  Reconversion  (10  F.R. 
12812),  and  Executive  Order  9651  (10 
F.R.  13487),  It  is  hereby  ordered: 

1.  Reconstruction  Finance  Corpora¬ 
tion  is  authorized  and  directed  to  make 
additional  subsidy  pa3unents  to  slaugh¬ 
terers  on  account  of  livestock  slaughtered 
from  July  1,  1945  to  October  31,  1945 
(both  dates  inclusive)  as  follows: 

Cattle  and  calves:  8  cents  per  hundred¬ 
weight. 

Sheep  and  lambs:  20  cents  per  hundred¬ 
weight. 

2.  Subject  to  the  provisions  of  sections 
3  through  9  of  this  directive.  Reconstruc¬ 
tion  Finance  Corporation  is  authorized 
and  directed  to  make  additional  subsidy 
payments  to  slaughterers  on  account  of 
livestock  slaughtered  from  April  1,  1945 
to  October  31,  1945  (both  dates  inclu¬ 
sive)  as  follows: 

Cattle  and  calves:  7  cents  per  hundred¬ 
weight. 


Sheep  and  lambs:  10  cents  per  hundred¬ 
weight. 

Hogs:  15  cents  per  hundredweight. 

3.  In  the  case  of  slaughterers  whose 
livestock  subsidy  payments  from  Recon¬ 
struction  Finance  Corporation,  exclusive 
of  the  extra  compensation  provided  for 
non-processing  slaughterers,  amount  to 
less  than  $25,000  for  the  fiscal  year,  the 
payments  provided  for  in  section  2  of 
this  directive  shall  be  made  without  ref¬ 
erence  to  the  earnings  position  of  the 
applicant. 

4.  In  the  case  of  slaughterers  whose 
livestock  subsidy  payments  from  Recon¬ 
struction  Finance  Corporation,  com¬ 
puted  as  provided  in  section  3,  amount 
to  $25,000  or  more  for  the  fiscal  year, 
the  payments  provided  for  in  section  2 
of  this  directive  shall  be  made  only  if 
the  slaughterer’s  profit  for  the  fiscal  year, 
before  state  and  Federal  income  and  ex¬ 
cess  profits  taxes,  amounts  to  less  than 
one  percent  of  his  net  sales  of  goods  and 
services,  and  only  to  the  extent  neces¬ 
sary  to  return  such  profit  to  the  slaugh¬ 
terer. 

5.  Any  subsidy  payments  which  have 
been  made  or  to  which  the  slailghterer 
is  entitled  under  section  1  of  this  direc¬ 
tive  shall  be  taken  into  account  in  deter¬ 
mining  his  eligibility  to  receive  the  pay¬ 
ments  provided  for  in  section  2. 

6.  For  the  purposes  of  this  directive, 
"fiscal  year”  means  the  slaughterer’s 
fiscal  year  ending  between  October  15, 
1945  and  January  15,  1946.  If  the 
slaughterer’s  fiscal  year  does  not  end 
within  this  period,  "fiscal  year”  means 
the  twelve  months  preceding  the  date 
between  October  16,  1945  and  January 
15,  1946,  on  which  a  quarter  of  the 
slaughterer’s  fiscal  year  ends. 

7.  For  the  purposes  of  determining  the 
payments  to  be  made  under  sections  2 
to  9  of  this  directive,  "slaughterer”  in¬ 
cludes  all  affiliated  enterprises  taken  as 
a  unit.  Enterprises  are  affiliated  if : 

(a)  The  one  owns  a  majority  interest 
in  the  other;  or 

(b)  The  same  person  or  group  of  per¬ 
sons  owns  a  majority  interest  in  both;  or 

(c)  The  one  owns  a  majority  interest 
in  any  affiliate  of  the  other. 

8.  “Net  sales”,  for  the  purposes  of  this 
directive,  means  the  slaughterer’s  total 
gross  sales  of  products  and  services,  less 
cash  and  trade  discounts,  returns  and 
allowances,  and  freight  and  cartage  out. 
Subsidy  payments  recieved  by  the  slaugh¬ 
terer  shall  not  be  included  in  computing 
net  sales. 

9.  “Profit”,  for  the  purposes  of  this  di¬ 
rective.  means  the  excess  of  net  sales  of 
goods  and  services,  plus  all  subsidy  pay¬ 
ments  (including  payments  to  which  the 
slaughterer  would  have  been  entitled 
but  for  violation  of  an  Office  of  Price 
Administration  regulation),  over  costs 
and  expenses.  In  determining  the  rela¬ 
tionship  of  profit  to  net  sales  for  the 
purpose  of  this  directive,  the  following 
items  shall  be  excluded  from  costs,  and 
expenses: 

(a)  Administrative  salaries,  bonuses, 
commissions  and  withdraw’als,  to  the  ex¬ 
tent  that  they  are  unreasonably  high 
in  comparison  with  those  paid  in  previ¬ 
ous  years; 

(b)  Any  wage  or  salary  payments  made 
In  violation  of  the  stabilization  laws; 
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(c)  Any  increase  in  wages  or  salaries 
made  after  'August  18.  1945  which  has 
not  been  approved  by  the  appropriate 
wage  or  salary  stabilization  agenc'^; 

( d )  Any  amount  paid,  or  obligation  in¬ 
curred,  as  a  fine  or  ci\dl  penalty,  or  in 
settlement  of  any  liability,  on  account 
of  violation  of  any  regulation  of  the 
OflBce  of  Price  Administration; 

(e)  Any  amount  paid  by  the  slaugh¬ 
terer  for  commodities  or  services  in  ex¬ 
cess  of  the  applicable  maximum  prices 
established  by  the  OfiQce  of  Price  Ad¬ 
ministration; 

(f )  Any  items,  including  provisions  for 
reserves,  which  are  not  properly  charge¬ 
able  as  operating  costs  or  expenses  dur¬ 
ing  the  &cal  year  under  generally  ac¬ 
cepted  accounting  methods. 

10.  Reconstruction  Finance  Corpora¬ 
tion  shall  require  that  every  slaughterer 
agree,  as  a  qondition  of  receiving  any 
payment  authorized  by  this  directive, 
that  he  will  furnish  to  any  agency  des¬ 
ignated  by  the  Stabilization  Administra¬ 
tor  his  bo^s,  records,  income  tax  returns 
or  any  other  information,  as  required, 
bearing  upon  his  eligibility  to  receive  such 
payments. 

11.  The  provisions  of  section  7  of  OflBce 
of  Economic  Stabilization  directive  No.  41 
shall  apply  to  the  payments  provided  for 
in  this  directive  with  respect  to  violations 
occurring  within  the  slaughterer’s  fiscal 
year. 

12.  Reconstruction  Finance  Corpora¬ 
tion  is  authorized  and  directed  to  amend 
its  Regulation  No.  3 — ^Livestock  Slaugh¬ 
ter  Payments — in  accordance  with  the 
provisions  of  this  Directive. 

(E.O.  9250;  E.O.  9328,  3  CFR,  Cum.  Supp. 
pp.  1213, 1267;  E.O.  9599  (10  P.R.  10155) ; 
and  E.O.  9620  (10  F.R.  12033) 

Issued  and  effective  this  4th  day  of 
December  1945. 

J.  C.  Collet, 

Stabilization  Administrator. 

(F.  R.  Doc.  45-21720;  Piled,  Dec.  4,  1945; 

11:12  a.  m.] 


Notices 


TREASURY  DEPARTMENT. 

Bureau  of  Customs. 

[T.  D.  51360] 

M.\rking  of  Country  of  Origin — ^Prod¬ 
ucts  OF  Czechoslovakia 

November  30,  1945. 

Articles  manufactured  or  produced  in 
Czechoslovakia  to  be  marked  to  indicate 
Czechoslovakia  as  the  country  of  origin. 
T.  Ds.  49743,  49770,  49822,  rescinded. 

Under  date  of  October  25,  1945,  the 
Department  of  State  informed  the  Treas¬ 
ury  Department  that  the  boundaries  of 
Czechoslovakia  have  been  reestablished 
as  they  existed  in  1937  and  that  country 
has  been  recognized  by  the  United  States 
as  an  independent  state. 

In  the  circumstances,  articles  manu¬ 
factured  or  produced  in  Czechoslovakia, 
exported  from  any  country  on  or  after 
May  8,  1945  (VE-Day),  shall  be  re¬ 
garded  as  manufactures  or  products  of 
Czechoslovakia  for  the  purposes  of  tha 


marking  provisions  of  the  Tariff  Act  of 
1930,  as  amended.  Czechoslovakia  shall 
be  regarded  as  an  independent  state  on 
and  after  May  8,  1945,  for  determining 
dates  of  exportation  for  customs  pur¬ 
poses. 

T.  Ds.  49743,  49770,  and  49822,  are 
rescinded. 

This  decision  supersedes  item  4  of  Bul¬ 
letin  of  Marking  Rulings — 1  and  the  en¬ 
try  for  Czechoslovakia  in  item  3  of  Bul¬ 
letin  of  Marking  Rulings — 4. 

[seal]  W.  R.  Johnson, 

Commissioner  of  Customs. 

[P.  R.  Doc.  45-21747;  Piled,  Dec.  4,  1945; 

11:46  a.  m.] 


FEDERAL  POWER  COMMISSION. 

{Docket  G-627,  0-635] 

Pittsburgh  &  West  Virginia  Gas  Co.  and 

Kentucky  West  Virginia  Gas.  Co. 

order  postponing  hearing 

November  30,  1945. 

City  of  Pittsburgh,  Complainant  v. 
Pittsburgh  &  West  Virginia  Gas  Com¬ 
pany,  Kentucky  West  Virginia  Gas  Com¬ 
pany,  defendants;  in  the  matter  of  Pitts¬ 
burgh  &  West  Virginia  Gas  Company,  and 
Kentucky  West  Virginia  Gas  Company. 

Upon  consideration  of  the  joint  appli¬ 
cation  of  Pittsburgh  &  West  Virginia  Gas 
Company  and  Kentucky  West  Virginia 
Gas  Company  in  the  above-entitled  mat¬ 
ters  for  a  postponement  of  the  hearings; 
and 

It  appearing  to  the  Commission  that: 
Good  cause  has  been  shown  for  the 
postponement  of  the  hearings  in  the 
above-entitled  matters; 

The  Commission  orders  that:  The 
hearings  in  the  above-entitled  matters, 
now  schedluled  to  begin  on  December  3, 
1945,  be  and  they  are  hereby  postponed 
to  January  7,  1946,  at  10  o’clock  a.  m. 
in  the  Commission’s  Hearing  Rrom, 
Hurley-Wright  Building,  1800  Pennsyl¬ 
vania  Avenue,  N.  W.,  Washington,  D.  C. 

By  the  Commission.’ 

[seal]  Leon  M.  Fuquay, 

Secretary. 

(P.  R.  Doc.  45-21717;  Piled,  Dec.  4,  1945;  i 
9:18  a.  in.] 


[Docket  G-580] 

Natural  Gas  Investigation 

ORDER  FIXING  PLACES  OF  HEARINGS 

November  29,  1945. 

It  appearing  to  the  Commission  that 
good  cause  exists  therefor: 

The  Commission  orders  that:  (A)  The 
hearing  in  this  investigation  heretofore 
ordered  to  be  held  in  Houston,  Texas,  be¬ 
ginning  at  10  a.  m.,  January  28,  1946, 
shall  be  held  in  Court  Room  No.  2  in  the 
Post  Office  and  Court  House  Building  in 
Houston,  Texas. 

(B)  The  hearing  in  this  investigation 
heretofore  ordered  to  be  held  in  Biloxi, 
Mississippi,  commencing  at  10  a.  m.,  Feb¬ 
ruary  11, 1946,  shall  be  held  in  the  Buena 
Vista  Hotel,  Biloxi,  Mississippi. 


By  the  Commission. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[P.  R.  Doc.  45-21718;  Piled,  Dec.  4,  1945; 
9:18  a.  m.] 


INTERSTATE  COMMERCE  COMMIS- 

SION. ' 

[S.  O.  390] 

Unloading  of  Empty  Bottles  and  Earth 
at  San  Francisco  Bay  Area,  Calif. 

At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Division  3,  held  at  its 
office  in  Washington,  D.  C.,  on  30th  day 
of  November  A.  D.  1945. 

It  appearing,  that  numerous  cars  con¬ 
taining  empty  bottles  and  earth  at  San 
Francisco  Bay  Area,  California,  on  The 
Atchison,  Topeka  &  Santa  Fe  Railway 
Company,  have  been  on  hand  for  an  un¬ 
reasonable  length  of  time  and  that  the 
delay  in  unloading  said  cars  is  Impeding 
their  use;  in  the  opinion  of  the  Commis¬ 
sion  an  emergency  exists  requiring  im¬ 
mediate  action:  It  is  ordered,  'That: 
Empty  bottles  and  earth  at  San  Fran¬ 
cisco  Bay  Area,  California,  be  unloaded. 
(a)  Th^  Atchison,  Topeka  and  Santa  Fe 
Railway  Company,  its  agents  or  em¬ 
ployees,  shall  unload  forthwith  the  fol¬ 
lowing  cars  of  empty  bottles  and  earth 
now  on  hand  at  San  Francisco  Bay  Area, 
California,  consigned  to  various  con¬ 
signees: 


InitiAl 

No. 

Contents 

BOU . 

20164 

Empty  bottles. 

Do. 

AT&SF  . 

1511S1 

IC . 

8308.5 

Do. 

CofGa . . . . 

50,55 

Do. 

MILW . 

22270 

Earth. 

NP . 

30717 

Do. 

TMO  . 

19532 

Do. 

(b)  Notice  and  expiration.  Said  car¬ 
rier  shall  notify  the  Director  of  the  Bu¬ 
reau  of  Service,  Interstate  Commerce 
Commission,  Washington,  D.  C.,  when  it 
has  completed  the  unloading  required  by 
paragraph  (a)  hereof,  and  such  notice 
shall  specify  when,  where  and  by  whom 
such  unloading  was  performed.  Upon 
receipt  of  that  notice  this  order  shall 
expire.  (40  Stat.  101,  sec.  402,  41  Stat. 
476,  sec.  4,  54  Stat.  901,  911';  49  U.S.C.  1 
(10)-(17),  15  (2)) 

It  is  further  ordered,  that  this  order 
shall  become  effective  immediately;  that 
a  copy  of  this  order  and  direction  shall 
be  served  upon  the  Atchison,  Topeka  and 
Santa  Fe  Railway  Company,  and  upon 
the  Association  of  American  Railroads, 
Car  Service  Division,  as  Agent  of  the 
railroads  subscribing  to  the  car  service 
and  per  diem  agreement  under  the  terms 
of  that  agreement;  and  that  notice  of 
this  order  be  give,n  to  the  general  public 
by  depositing  a  copy  in  the  office  of  the 
Secretary  of  the  Commission,  at  Wash¬ 
ington,  D.  C.,  and  by  filing  it  with  the 
Director,  Division  of  the  Federal  Register. 

By  the  Commission,  Division  S. 

[SEAL]  W.  P.  Bartel, 

Secretary. 

[F.  R.  DOO.  48-21721;  Filed,  Dec.  4.  1945; 

^1:30  a.  m.l 
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OFFICE  OF  PRICE  ADMINISTRATION. 

[SO  110,  Order  24] 

United  Metal  Box  Co. 

ADJUSTMENT  OF  MAXIMUM  PRICES 

For  the  reasons  set  forth  in  an  opinion 
Issued  simultaneously  herewith  and  filed 
with  the  Division  of  the  Federal  Register, 
and  pursuant  to  Supplementary  Order 
No.  119,  it  is  ordered: 

(a)  Manufacturer’s  maximum  prices. 
The  United  Metal  Box  Company,  Brook¬ 
lyn,  New  York  may  increase  by  no  more 
than  8.1%  its  ceiling  prices  for  sales  to 
each  class  of  purchaser  of  the  metal 
kitchen  cabinets  which  it  manufactures. 
This  increase  In  ceiling  prices  need  not 
be  separately  stated  on  the  invoice. 

(b)  Maximum  prices  of  purchasers  for 
resale.  Purchasers  for  resale  of  any  ar¬ 
ticle  which  the  manufacturer  sells  at  a 
price  adjusted  in  accordance  with  this 
order,  shall  determine  their  maximum 
resale  prices  in  the  following  manner: 

(1)  A  retailer  who  must  determine  his 
ceiling  prices  imder  Maximum  Price  Reg¬ 
ulation  No.  580  by  the  use  of  a  pricing 
chart  shall  compute  his  ceiling  prices  in 
the  manner  provided  by  that  regulation. 

(2)  A  wholesaler  who  must  determine 
his  ceiling  prices  under  Maximum  Price 
Regulation  No.  590  shall  find  his  ceil¬ 
ing  price  in  the  manner  provided  by  that 
regulation. 

(3)  A  purchaser  for  resale  who  must 
determine  his  maximum  prices  under  the 
General  Maximum  Price  Regulation,  and 
who  delivered  or  offered  for  delivery  dur¬ 
ing  March  1942  an  article  which  meets 
the  definition  of  “most  comparable  ar¬ 
ticle”  contained  In  §  1499.3  (ti)  of  that 
regulation,  except  that  it  need  not  be 
currently  offered  for  sale,  shall  find  his 
ceiling  prices  according  to  the  method 
and  procedure  set  forth  In  that  section 
using  as  his  “cost”  his  invoice  cost,  but 
not  including  any  separately  stated  ad¬ 
justment  charge. 

The  determination  of  a  ceiling  price  in 
this  way  need  not  be  reported  to  the 
Office  of  Price  Administration;  however, 
each  seller  must  keep  complete  records 
showing  all  the  Information  called  for 
by  OPA"  Form  620-759  with  regard  to 
how  he  determined  his  ceiling  price,  for 
so  long  as  the  Emergency  Price  Control 
Act  of  1942,  as  amended,  remains  In 
effect. 

(4)  If  a  purchaser  for  resale  cannot 
determine  his  ceiling  price  under  any  of 
the  above  methods,  he  shall  apply  to  the 
Office  of  Price  Administration  for  the 
establishment  of  his  ceiling  price  under 
S  1499.3  (c)  of  the  General  Maximum 
Price  Regulation.  Ceiling  prices  estab¬ 
lished  under  that  section  will  reflect  the 
supplier’s  prices  adjusted  In  accordance 
with  this  order. 

(c)  Terms  of  sale.  Celling  prices  ad¬ 
justed  by  this  order  are  subject  to  each 
seller’s  terms,  discounts,  and  allowances, 
on  sales  to  each  class  of  purchaser  in  ef¬ 
fect  during  March  1942,  or  thereafter 
properly  established  under  OPA  regula¬ 
tions. 

(d)  Notification.  At  the  time  of  or 
prior  to  the  first  Invoice  to  a  purchaser 
for  resale  on  and  after  the  effective  date 
of  this  order,  showing  prices  adjusted 
in  accordance  with  this  order,  the  seller 


shall  notify  the  purchaser  in  writing 
of  the  method  established  in  paragraph 

(b)  of  this  order  for  determining  ad¬ 
justed  maximum  prices  for  resale  of  the 
articles.  'This  notice  may  be  given  in  any 
convenient  form. 

(e)  All  requests  not  specifically 
granted  by  this  order  are  hereby  denied. 

(f)  This  order  may  be  revoked  or 
amended  by  the  Price  Administrator  at 
any  time. 

(g)  This  order  shall  become  effective 
on  the  4th  day  of  December,  1945. 

Issued  this  3d  day  of  December  1945. 

Chester  Bowles, 
Administrator. 

[P.  R.  Doc.  45-21715;  Piled,  Dec.  3,  1943; 

4:26  p.  m.] 


[RMPR  138,  Order  551] 

Tipp  City  Welding  &  Machine  Shop 

APPROVAL  OF  MAXIMUM  PRICES 

For  the  reasons  set  forth  in  an  opinion 
issued  simultaneously  herewith,  and  filed 
with  the  Division  of  the  Federal  Register, 
and  pursuant  to  sections  9. 10  and  11  (c) 
of  Revised  Maximum  Price  Regulation 
136;  It  is  ordered: 

(a)  'The  Tipp  City  Welding  &  Ma¬ 
chine  Shop,  P.  O.  Box  46,  Tipp  City,  Ohio, 
may  sell,  f.  o.  b.  plant,  each  Tipp  City 
trailer,  described  in  subparagraph  (2) 
below,  at  a  price  not  to  exceed  the  price 
contained  in  subparagraph  (1)  below 
plus  federal  excise  tax,  and  state  and  lo¬ 
cal  taxes  on  its  sale  or  delivery  of  the 
trailer  and  the  cost  of  transporting  the 
trailer  to  the  purchaser,  if  any. 

(1)  Prices  to: 

National  distributors: 

$74.95  less  42%  East  of  Rocky  Mountains. 

$79.95  less  46%  West  of  Rocky  Mountains. 
Dealers : 

$74.95  less  30%  East  of  Rocky  Mountains. 

$79.95  less  36%  West  of  Rocky  Mountains. 

(2)  Description: 

Poldaway,  Model  A-1000,  two-wheel  collaps¬ 
ible  automotive  utility  trailer,  58”  long  z 
47”  wide  z  11%”  high,  steel  frame  construc¬ 
tion,  plywood  bottom  with  wooden  endgates, 

ton  carrying  capacity,  equipped  without 
tires. 

(b)  The  Tipp  City  Welding  &  Machine 
Shop  is  authorized  to  suggest  to  resellers 
a  resale  price  for  the  trailer  described  in 
paragraph  (a)  (2)  consisting  of  the  fol¬ 
lowing: 

(1)  Suggested  resale  prices: 

$74.95  East  of  Rocky  Mountains. 

$79.95  West  of  Rocky  Mountains. 

(2)  Charges.  (1)  A  charge  for  trans¬ 
portation,  if  any,  not  to  exceed  the  ac¬ 
tual  rail  freight  charge  from  the  factory 
at  'Tipp  City,  Ohio,  to  the  railroad  freight 
receiving  station  nearest  to  the  place  of 
business  of  the  reseller. 

(il)  A  charge  equal  to  the  charge  made 
by  The  Tipp  City  Welding  and  Machine 
Shop  to  cover  federal  excise  taxes. 

(iii)  A  charge  equal  to  reseller’s  ex¬ 
pense  for  payment  of  state  and  local 
taxes  on  the  purchase,  sale  or  delivery 
of  the  trailers. 

(c)  A  reseller  of  Tipp  City  trailers  In 
any  of  the  territories  or  possessions  of 
the  United  States  Is  authorized  to  sell 


each  of  the  trailers  described  in  para¬ 
graph  (a) ,  at  a  price  not  to  exceed  the 
applicable  price  established  in  paragraph 
(b) ,  to  which  it  may  add  a  sum  equal  to 
the  expense  incurred  by  or  charged  to 
it  for  payment  of  territorial  and  insular 
taxes,  on  the  purchase,  sale  or  introduc¬ 
tion  of  the  trailer;  export  premiums; 
boxing  and  crating  for  export  purposes; 
marine  and  war  risk  insurance;  and  land¬ 
ing,  wharfage  and  terminal  operations. 

(d)  All  requests  not  granted  herein  are 
denied. 

(e)  ’This  order  may  be  amended  or 
revoked  by  the  Administrator  at  any 
time. 

Note:  Where  the  manufacturer’s  Invoice 
charge  to  the  reseller  is  Increased  or  decreased 
from  the  previous  Invoice  charge  because  the 
manufacturer  has  a  newly  established  price 
under  section  8  of  Revised  Maximum  Price 
Regiilation  136,  due  to  substantial  changes  in 
design,  specifications  or  equipment  of  the 
trailer,  the  reseller  may  add  to  Its  price  under 
paragraph  (b)  the  Increase  In  price,  plus  its 
customary  markup  on  such  a  cost  Increase, 
but  in  case  of  a  decrease  in  the  price,  the 
reseller  must  reduce  its  price  under  paragraph 
(b)  by  the  amount  of  the  decrease  and  its 
customary  markup  on  such  an  amount. 

This  order  shall  become  effective  as 
of  December  1,  1945. 

Issued  this  3d  day  of  December,  1945. 

Chester  Bowles, 
Administrator. 

[P.  R.  Doc.  45-21708;  Piled,  Dec.  3,  1945; 

4:25  p.  m.] 


[Gen.  Order  68,  Order  1] 

Stock  Millwork  in  Washington,  D.  C., 
Area 

authorization  of  maximum  prices 
Correction 

In  the  Appendix  to  Federal  Register 
Document  4^20744,  appearing  at  page 
14097  of  the  issue  for  TTiursday,  Novem¬ 
ber  15,  1945,  the  following  changes 
should  be  made: 

In  Table  7  under  the  heading  “Case¬ 
ment  Sash — 4  lights — 2  wide”  the  sen¬ 
tence  following  the  prices  should  read 
“If  bedded  In  putty  add  7%.”  Under 
“6  lights — 2  wide”  the  last  price  should 
read  “2.00”.  * 

Table  15  should  be  designated  “Table 
14”. 


Special  Rules  for  December  1945  for 
Sellers  With  Surcharges 

[SO  108,'  Special  Order  9] 

An  opinion  accompanying  this  Special 
Order  No.  9  under  section  17  of  Supple¬ 
mentary  Order  108,  issued  simulta¬ 
neously  herewith,  has  been  filed  with  the 
Division  of  the  Federal  Register. 

Section  1.  What  this  order  does. 
This  order  provides  for  a  special  typ«  of 
operation  during  December  1945  for  sell¬ 
ers  who,  during  the  third  quarter  of  1945 


*  10  P.R.  4336,  5995,  6402,  8368,  10200,  12080, 
12984. 
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incurred  net  surcharges  which  they  had 
not  made  up  by  December  1.  Such  sell¬ 
ers  are  not  required  to  operate  on  a 
makeup  basis  (as  described  in  section  7 
of  S.  0. 108)  during  December  1945. 

Sec.  2.  Special  operations  during  De¬ 
cember  1945.  If  you  incurred  a  net  sur¬ 
charge  during  the  third  quarter  of  1945 
and  have  not  made  up  such  surcharge  In 
its  entirety  by  December  1, 1945,  your  de¬ 
liveries  of  all  items  must  be  made  at  such 
prices  that,  during  December  1945,  your 
total  net  dollar  amount  charged  for  all 
items  does  not  exceed  the  total  of  your 
maximum  average  prices  multiplied  sep¬ 
arately  for  each  category  by  the  number 
of  units  delivered  in  that  category  (that 
is,  the  total  net  dollar  amount  you  would 
have  charged  for  all  of  your  merchandi^ 
if  you  had  delivered  each  item  at  the 
maximum  average  price  for  its  category) . 

If  your  -total  net  dollar  amount 
charged  during  December  1945  is  higher 
than  the  total  net  dollar  amount  you 
would  have  charged  if  you  had  delivered 
each  item  at  the  maximum  average  price 
(for  its  category)  the  amount  of  the 
excess  constitutes  an  overcharge  on  the 
aggregate  of  your  deliveries  during 
December  1945. 

This  special  order  shall  become  effec¬ 
tive  as  of  December  1,  1945. 

Issued  this  3d  day  of  December  1945. 

Chester  Bowles, 
Administrator. 

(F.  R.  Doc.  46-21705;  Piled,  Dec.  S,  1945; 

4:22  p.  m.] 


[SO  119,  Order  16] 

Landers,  Frary  &  Clark 

ADJUSTMENT  OF  MAXIMUM  PRICES 

Correction 

In  the  table  under  paragraph  (b)  (3) 
of  Federal  Register  Document  45-21026, 
appearing  on  page  14281  of  the  issue  for 
Tuesday,  November  20,  1945,  the  first 
price  under  the  column  headed  “Whole¬ 
salers”  should  read  “$2.49”. 


Regional  and  District  Office  Orders. 
[Portland  Order  G-27  Under  18  (c)  ] 
Firewood  in  Newberg,  Oreg.,  Area 

For  the  reasons  set  forth  in  an  opin¬ 
ion  issued  simultaneously  herewith  and 
under  the  authority  vested  in  the  Dis¬ 
trict  Director  of  the  Office  of  Price  Ad¬ 
ministration  by  §  1499.18  (c)  as  amended 
of  the  General  Maximum  Price  Regula¬ 
tion  and  by  order  of  Delegation  No.  75 
issued  by  the  Regional  Administrator  of 
Region  vni  under  Revised  General  Or¬ 
der  No.  32,  It  is  hereby  ordered.  That: 

(a)  The  maximum  prices  as  estab¬ 
lished  by  {§  1499.2  and  1499.3  of  the 
General  Maximum  Price  Regulation  or 
by  any  previous  order  issued  pursuant 
to  such  regulation  or  any  supplementary 
regulation  issued  thereto  lor  the  sale 
and  delivery  of  the  tsT^es  of  firewood 
specified  in  this  Order  No.  G-27  when 
sold  and  delivered  at  retail  in  the  New¬ 
berg  area  as  herein  defined  are  hereby 


adjusted  to  the  maximum  prices  pro¬ 
vided  in  this  Order  No.  0-27. 

(b)  This  Order  0-27  supersedes  Or¬ 
der  No.  Vin-P-G-(15)  415  under  Sup¬ 
plementary  Regulation  No.  15  to  the 
General  Maximum  Price  Regulation. 
“Order  and  Statement  of  Consideration 
Establishing  Firewood  Prices  for  New¬ 
berg  and  Adjacent  Vicinity”  issued  on 
Jsmuary  22,  1943,  by  the  Regional  Ad¬ 
ministrator  of  the  Office  of  Price  Admin¬ 
istration  and  that  Order  No.  VIII-P-<>- 
(15)  415  is  hereby  revoked. 

(c)  Definitions.  When  used  in  this 
order  the  following  terms  shall  have  the 
meanings  set  out  below. 

(1)  The  “Newberg  area”  means  the 
city  of  Newberg,  Oregon,  and  the  area 
within  a  radius  of  7  miles  thereof. 

(2)  “Green  slabwood”  means  mill  run 
slabwood.  mixed  block  and  slabwood,  or 
mixed  slabwood  and  edgings  and  also 
includes  green  tie  mill  slabwood. 

(3)  “Dry  slabwood”  means  slabwood 
which  is  generally  recognized  by  the 
trade  as  being  dry  and  which  has  been 
piled  and  air-dried  for  a  period  of  not 
less  than  90  days.  Included  is  dry  slab- 
wood  of  the  following  kinds:  mill  run 
slabwood.  mixed  block  and  slabwood, 
mixed  slabwood  and  edgings  and  tie  mill 
slabwood. 

(4)  “Old  growth  fir  forest  wood”  shall 
mean  bona  fide  first  growth  of  large 
thickness.  In  case  of  doubt  as  to 
whether  a  particular  wood  is  old  growth 
or  second  growth,  the  second  growth 
price  shall  apply. 

(5)  “Second  growth  fir  forest  wood” 
shall  mean  all  cordwood  other  than  old 
or  first  growth  fir  cordwood. 

(d)  Maximum  prices.  The  maximum 
prices  for  sales  at  retail  by  any  seller  of 
the  kinds  and  tjrpes  of  firewood  de¬ 
scribed  in  Ihble  I  set  forth  below  in  the 
“Newberg  Area”  as  herein  defined  shall 
be  the  prices  set  forth  in  said  Table  I. 

Table  I 

Maximum  prices 
per  cord 

(delivered  to  premises 
of  the  ultimate  consumer) 


Type  of  firewood  per  cord 

4'  old  growth  fir  forest  wood _ $10. 25 

12"  or  16"  old  growth  fir  forest  wood.  11. 50 

4'  second  growth  fir  forest  wood _  9. 26 

12"  or  16"  2nd  growth  fir  forest  wood  10. 60 

4'  oak  cordwood _  11.  60 

12"  or  16"  oak  cordwood _  13.00 

4'  green  slabwood _  6.76 

12"-16"  green  slabwood _  6.76 

4'  dry  slabwood _ 7.00 

12"-16"  dry  slabwood _  8.50 


(e)  Evasion.  No  seller  subject  to  this 
Order  No.  G-27  shall  evade  any  of  the 
provisions  thereof  by  changing  the  cus¬ 
tomary  allowances,  discounts,  or  other 
price  differentials  unless  such  change 
shall  result  in  a  lower  price. 

(f)  Invoices  and  records.  Every  per¬ 
son  making  a  sale  of  firewood  for  which 
a  maximum  price  is  set  by  this  order 
shall  give  the  purchaser  or  his  agent,  at 
the  time  of  sale,  an  invoice  or  other 
memorandum  of  sale,  which  shall  show : 

(1)  The  date  of  sale, 

(2)  The  name  and  address  of  the  buyer 
and  seller, 

(3)  The  quantity  of  firewood  sold, 

(4)  A  description  of  the  firewood  sold, 
in  the  same  manner  as  it  Is  described  in 
this  order.  (This  shall  include  the  kind 


of  wood,  1.  e.,  old  or  second  growth,  or 
hardwood,  or  green  or  dry  slabwood,  and 
the  length  of  the  pieces  of  wood), 

(5)  Place  of  sale,  and 

(6)  The  total  price  of  the  wood. 

The  seller  shall  keep  an  exact  copy  of 
such  invoice  or  memorandum  for  so  long 
as  the  Emergency  Price  Control  Act  of 
1942,  as  amended,  remains  in  effect  and 
such  copy  shall  be  made  available  for 
Inspection  by  the  Office  of  Price  Admin¬ 
istration. 

Note:  The  record  keeping  provisions  of 
this  order  have  been  approved  by  the  Bu¬ 
reau  of  the  Budget  In  accordance  with  the 
Federal  Reports  Act  of  1942. 

(g)  This  order  may  be  revoked, 
amended,  or  corrected  at  any  time. 

This  order  shall  become  effective  No¬ 
vember  16,  1945. 

(56  Stat.  566;  Pub.  Law  383,  78th  Cong.; 
E.O.  9250,  7  F.R.  7871;  E.O.  9328,  8  F.R. 
4681) 

Issued  this  16th  day  of  November  1945. 

McDannell  Brown, 
District  Director, 
Portland  District  Office. 

[P.  R.  Doc.  45-21628;  Piled,  Nov.  80,  1945; 
4:40  p.  m.] 


[Region  vra  Order  G-109  Under  18  (c)  ] 

Venetian  Blind  Slats  in  San  Francisco 
Region 

For  the  reasons  set  forth  in  the  ac¬ 
companying  opinion  and  under  the  au¬ 
thority  vested  in  the  Regional  Adminis¬ 
trator  of  the  Office  of  Price  Adminis¬ 
tration  by  §  1499.18  (c)  of  the  General 
Maximum  Price  Regulation;  It  is  hereby 
ordered: 

(a)  The  maximum  price  at  which  any 
producer  located  in  Region  vm  may  sell 
or  deliver  Port  Orford  Cedar  or  Douglas 
Fir  Venetian  blind  slats  shall  be  as  fol¬ 
lows,  per  1,000  lineal  feet,  f.  o.  b.  shipping 
point: 

(1)  For  slats  meeting  the  following 
specifications : 

(i)  Grade.  100  percent  clear  straight 
grained,  free  from  compression  wood, 
knots,  burls,  oil  pockets,  oil  screaks,  dis¬ 
colorations,  edge  crook,  bow,  skip  dress¬ 
ing,  or  raised  grain. 

(ii)  Seasoning.  Six  to  eight  percent 
moisture  content. 

(iii)  Working.  thickness  and  in 
widths  set  out  in  tables  below,  with 
0.002"  tolerance  in  either  dimension, 
with  rounded  edges,  in  random  lengths 
24"  to  192",  in  multiples  of  1"  for  24"- 
28"  lengths,  in  multiples  of  2"  for  28"- 
120"  lengths,  and  multiples  of  6"  for 
120"-192"  lengths. 

(Iv)  Packaging.  Bundled  or  paper 
wrapped. 


width 

Masimum  price  for 
carlots 

Maximum  price  for 
less  than  oarlots 

Port 

Orford 

cedar 

Douglas 

fir 

Port 

Orford 

cedar 

DoQRlas 

fir 

m” . 

. 

tw . 

$9.60 

10.05 

laso 

10.96 

$9. 35 
9.80 
10.05 
10.70 

$10.56 

11.05 

11.30 

1105 

$10.30 

10.80 

11.05 

11.80 
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(2)  For  slats  not  meeting  the  specifi¬ 
cations  stated  above  In  subparagraph  (a) 
(1): 


Width 

Maximum  price  for 
cAflote 

Maximum  price  for 
less  than  carloU 

Port  Ox¬ 
ford  esdar 

Donplas 

fir 

Port  Ox¬ 
ford  eeusT 

DouRlaa 

fir 

1»4" . 

$4.  SO 
6.00 
S.IS 
S.45 

I4.A5 

4.90 

6.00 

6.36 

$6.26 

6.60 

8.65 

6.00 

$6.15 

6.40 

6..'i0 

6.90 

y' . 

2S»" . 

(b)  Discounts.  The  foregoing  prices 
are  subject  to  the  seller’s  customary  dis¬ 
counts  and  price  allowances. 

(c)  Definitions.  (1)  “Region  VIH” 
means  the  States  of  Washington,  Oregon 
(except  Malheur  County),  California, 
Nevada,  Arizona  (except  those  portions 
of  Coconino  and  Mohave  Counties  north 
of  the  Colorado  River),  and  the  follow¬ 
ing  counties  in  the  State  of  Idaho:  Be¬ 
newah,  Bonner,  Boundary,  Clearwater, 
Kootenai,  Latah,  Lewis,  Nez  Perce,  Sho¬ 
shone,  and  Idaho. 

(2)  “Producer”  means  the  person  who 
has  manufactured  the  Venetian  blind 
slats  being  sold  subject  to  this  order.  A 
producer  is  deemed  to  be  located  in 
Region  VIII  if  the  slats  being  sold  by 
him  were  manufactured  in  that  area. 

(d)  This  order  may  be  revoked, 
amended,  or  corrected  at  any  time. 

This  order  shall  become  effective  No¬ 
vember  15, 1945. 

Issued  this  7th  day  of  November  1945. 

Guy  R.  Kinsley, 
Acting  Regional  Administrator. 

(F.  R,  Doc.  4S-21636;  Piled,  Nov.  30,  1946; 

4:35  p.  m.] 


List  or  Community  Ceiling  Price  Orders 

The  following  orders  under  Revised 
General  Order  51  were  filed  with  the 
Division  of  the  Federal  Register  Novem¬ 
ber  21,  1945. 

Region  II 

Baltimore  Order  1-D,  Amendment  1,  cover¬ 
ing  butter  and  cheese  In  the  State  of  Mary¬ 
land.  Filed  10:46  a.  m. 

Region  VI 

Chicago  Order  12,  Amendment  2,  covering 
dry  groceries.  Filed  10:11  a.  m. 

Chicago  Order  2-F,  Amendment  85,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Cook,  Du- 
Page,  Kane,  Lake,  McHenry  covintles,  Illinois 
and  Lake  county,  Indiana.  Filed  10:35  a.  m. 

Chicago  Order  2-F,  Amendment  86,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Cook,  Du- 
Page,  Kane,  Lake,  McHenry  counties,  Illinois 
and  Lake  county,  Indiana.  Filed  10:31  a.  m. 

Chicago  Order  2-C,  covering  poultry  In 
DuPage,  Kane  and  McHenry,  Illinois.  Filed 
10:08  a.  m. 

Chicago  Order  3-C,  covering  poultry  In 
DuPage,  Kane  and  McHenry,  Illinois.  Filed 
10:07  a.  m. 

Chicago  Order  4-C,  covering  poultry  In 
Cook  and  Lake  counties,  Illinois  and  Lake 
county,  Indiana.  Filed  10:06  a.  m. 

Chicago  Order  6-C,  covering  poultry  In 
Cook  and  Lake  counties,  Illinois  and  Lake 
county,  Indiana.  Filed  10:31  a.  m. 

Chicago  Order  1-D,  covering  butter  and 
cheese  In  the  Chicago  Metropolitan  area. 
Filed  10:42  a.  m. 


Chicago  Order  1-0,  Amendment  5,  covering 
eggs  In  the  Chicago  Metropolitan  area.  Filed 
10:03  a.  m. 

Chicago  Order  2-0,  Amendment  4,  covering 
eggs  in  the  Chicago  Metropolitan  area.  Filed 
10:30  a.  m. 

Chicago  Order  2-0,  Amendment  5,  covering 
eggs  In  the  Chicago  Metropolitan  area.  Filed 
10:30  a.  m. 

Region  vm 

Los  Angeles  Order  L.  A.  12,  Amendment  11, 
covering  dry  groceries  In  the  Los  Angeles 
Metropolitan  area.  Filed  10:12  a.  m. 

Los  Angeles  Order  L.  A.  13,  Amendment  7, 
covering  dry  groceries  In  the  Rlverside-San 
Bernardino  area.  Filed  10:12  a.  m. 

Los  Angeles  Order  L.  A.  14,  Amendment  7, 
covering  dry  groceries  in  the  Santa  Barbara- 
Ventura  area.  Filed  10:13  a.  m. 

Los  Angeles  Order  L.  A.  15,  Amendment  7, 
covering  dry  groceries  In  the  San  Luis  Obispo 
area.  Filed  10:13  a.  m. 

Los  Angeles  Order  L.  A.  16,  Amendment  7, 
covering  dry  groceries.  Filed  10:13  a.  m. 

Los  Angeles  Order  L.  A.  17,  Amendment  7, 
covering  dry  groceries.  Piled  10:13  a.  m. 

Los  Angeles  Order  L.  A.  2-D,  Amendment  1, 
covering  butter  and  cheese  In  certain  counties 
In  California.  Filed  10:14  a.  m. 

Los  Angeles  Order  L.  A.  1-W,  Amendment  7, 
covering  dry  groceries  In  the  Los  Angeles 
Metropolitan  area.  Filed  10:15  a.  m. 

Nevada  Order  11-F,  Amendment  9,  covering 
fresh  fruits  and  vegetables  In  the  Reno  and 
Sparks  area.  Filed  10:15  a.  m. 

Nevada  Order  12-F,  Amendment  9,  cover¬ 
ing  fresh  fruits  and  vegetables  In  certain 
areas  In  Nevada.  Filed  10:15  a.  m. 

Nevada  Order  13-F,  Amendment  9,  cover¬ 
ing  fresh  fruits  and  vegetables  In  certain 
areas  In  Nevada.  Filed  10:15  a.  m. 

Nevada  Order  14-F,  Amendment  9,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Baker,  East 
Ely,  Ely  Kimberly,  Lud.  McGill,  Preston,  Reip- 
town  and  Ruth.  Filed  10:16  a.  m. 

Nevada  Order  15-F,  Amendment  9,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Blue  Dia¬ 
mond,  Henderson,  Las  Vegas,  Logandale,  North 
Las  Vegas,  Pittman  Sloan,  and  Whitney. 
Piled  10:16  a.  m. 

Nevada  Order  32,  Amendment  2-A,  covering 
butter  and  cheese  In  the  Reire  and  Sparks 
area.  Piled^  10:16  a.  m. 

Nevada  Order  33,  Amendment  2-A,  cover¬ 
ing  butter  and  cheese  in  certain  areas  in 
Nevada.  Piled  10:16  a.  m. 

Nevada  Order  34,  Amendment  2-A,  covering 
butter  and  cheese  in  certain  areas  In  Nevada. 
Filed  10:16  a.  m. 

Nevada  Order  35,  Amendment  2-A.  covering 
butter  and  cheese  In  Henderson,  Boulder  City. 
Las  Vegas,  Pittman  and  Whitney.  Filed 
10:17  a.  m. 

Nevada  Order  36,  Amendment  2-ATO,  cov¬ 
ering  butter  and  cheese  in  the  State  of  Nevada 
except  Clark  county.  Filed  10:17  a.  m. 

Nevada  Order  37,  Amendment  2-A,  cover¬ 
ing  butter  and  cheese  in  Clark  county, 
Nevada.  Filed  10:17  a.  m. 

Phoenix  Order  3-D,  Amendment  2,  cover¬ 
ing  butter  and  cheese  In  certain  areas  In 
Arizona.  Filed  10:49  a.  m. 

Phoenix  Order  4-D,  covering  butter  and 
cheese^ In  certain  areas  in  Arizona.  Filed 
10:48  a.  m. 

Phoenix  Order  5-D,  covering  butter  and 
cheese  In  Yuma  county.  Filed  10:46  a.  m. 

Phoenix  Order  10-P,  Amendment  8,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Tucson 
area.  Filed  10:38  a.  m. 

Phoenix  Order  10-P,  Amendment  9,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Tuc¬ 
son  area.  Filed  10:37  a.  m. 

Phoenix  Order  10-P,  Amendment  10,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Tuc¬ 
son  area.  Piled  10:42  a.  m. 

Phoenix  Order  10-P,  Amendment  11,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Tuc¬ 
son  area.  Filed  10:49  a.  m. 

Phoenix  Order  11-P,  Amendment  7,  cover¬ 
ing,  fresh  fruits  and  vegetables  in  the  Cochisa 
area.  Filed  10:39  a.  m. 


Phoenix  Order  11-P,  Amendment  8,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Cochise 
area.  Filed  10:35  a.  m. 

Phoenix  Order  11-P,  Amendment  9.  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Cochise 
area.  Filed  10:41  a.  m. 

Phoenix  Order  ll-P,  Amendment  10,  cover¬ 
ing  fresh  fruits  and  vegetables  In  the  Cochise 
area.  Piled  10:49  a.  m. 

Phoenix  Order  9-F,  Amendment  11,  cover¬ 
ing  fresh  fruits  and  vegetables  In  the  Phoenix 
area.  Filed  10:39  a.  m. 

Phoenix  Order  9-P,  Amendment  12,  cover¬ 
ing  fresh  fruits  and  vegetables  In  the  Phoenix 
area.  Piled  10:38  a.  m. 

Phoenix  Order  9-P,  Amendment  13,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Phoenix 
area.  Filed  10:38  a.  m. 

Phoenix  Order  9-P,  Amendment  14.  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Phoenix 
area.  Piled  10:43  a.  m. 

Phoenix  Order  18,  Amendment  1,  covering 
dry  groceries  In  Yuma  coimty.  Filed  10:35 
a.  m. 

Phoenix  Order  19,  Amendment  2,  covering 
dry  groceries  In  the  South  Central  area. 
Filed  10:34  a.  m. 

Phoenix  Order  20,  covering  dry  groceries  In 
the  Coconino- Yavapai  and  Southeastern  Ari¬ 
zona  area.  Filed  10:33  a.  m. 

Phoenix  Order  22,  covering  dry  groceries  In 
the  Kingman  and  Central  Navajo-Apache 
areas.  Filed  10:32  a.  m. 

Phoenix  Order  20,  Amendment  2,  covering 
dry  groceries  in  the  Coconlno-Yavapal  and 
Southeastern  Arizona  areas.  Filed  10:41 
a.  m. 

Phoenix  Order  22,  Amendment  2,  covering 
dry  groceries  in  the  Kingman  and  Central 
Navajo-Apache  areas.  Filed  10:14  a.  m. 

Phoenix  Order  23,  covering  dry  groceries 
In  the  Eastern  Arizona  area.  Piled  10:05 
a.  m. 

Phoenix  Order  24,  covering  dry  groceries 
in  the  Southern  Arizona  area.  Filed  10:04 
a.  m. 

Phoenix  Order  24,  Amendment  2.  covering 
dry  groceries  in  the  Southern  Arizona  area. 
Filed  10:40  a.  m. 

Phoenix  Order  22 -W,  Amendment  1,  cov¬ 
ering  dry  groceries  in  the  Yuma  county,  area. 
Filed  10:03  a.  m. 

Phoenix  Order  24-W,  Amendment  2,  cov¬ 
ering  dry  groceries  In  the  Coconlno-Yavapal 
and  Southeastern  Arizona  areas.  Filed  10:40 
a.  m. 

Phoenix  Order  24-W,  Amendment  3,  cov¬ 
ering  dry  groceries  in  the  Coconlno-Yavapal 
and  Southeastern  Arizona  areas.  Filed  10:39 
a.  m. 

Phoenix  Order  26-W,  Amendment  1,  cover¬ 
ing  dry  groceries  In  the  Kingman  and  Central 
Navajo-Apache  areas.  Filed  10:03  a.  m. 

Portland  Order  1-W,  Amendment  9,  cover¬ 
ing  dry  groceries  In  certain  counties  in  Ore¬ 
gon.  Filed  10:18  a.  m. 

Portland  Order  2-W,  Amendment  4.  cov¬ 
ering  dry  groceries  in  certain  areas  in  Oregon. 
Filed  10:18  a.  m. 

Portland  Order  2-W,  Amendment  5,  cover¬ 
ing  dry  groceries  in  certain  areas  in  Oregon. 
Filed  10:19  a.  m. 

Portland  Order  3-W,  Amendment  3,  cover¬ 
ing  dry  groceries  in  certain  areas  in  Oregon. 
Filed  10:19  a.  m. 

Seattle  Order  6-F,  Amendment  56.  cover¬ 
ing  fresh  fruits  and  vegetables  in  Seattle  and 
Bremerton,  Washington.  Filed  10:43  a.  m. 

Seattle  Order  13-F,  Amendment  43,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Centralia 
and  Chehalis,  Washington.  Filed  10:02  a.  m. 

Seattle  Order  16-F,  Amendment  7,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Seattle, 
Tacoma  and  Bremerton,  Washington.  Filed 
10:02  a.  m. 

Seattle  Order  16-F,  Amendment  8,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Seattle, 
Tacoma  and  Bremerton,  Washington.  Filed 
10:29  a.  m. 

Seattle  Order  16-F,  Amendment  9,  covering 
fresh  fruits  and  vegetables  in  Seattle,  Tacoma 
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and  Bremerton,  Washington.  Filed  10:45 
a.  m. 

Seattle  Order  17-P,  Amendment  6,  covering 
fresh  fruits  and  vegetables  in  Bellingham  and 
Everett,  Washington.  Filed  10:02  a.  m. 

Seattle  Order  17-F,  Amendment  6,  covering 
fresh  fruits  and  vegetables  in  Bellingham  and 
Everett,  Washington.  Filed  10:01  a.  m. 

Seattle  Order  17-F,  Amendment  7,  covering 
fresh  fruits  and  vegetables  in  Bellingham  and 
Everett,  Washington,  Filed  10:29  a.  m. 

Seattle  Order  17-F,  Amendment  8,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Bellingham 
and  Everett,  Washington.  Filed  10:44  a.  m. 

Seattle  Order  18-F.  Amendment  6,  covering 
fresh  fruits  and  vegetables  in  Olympia,  Aber¬ 
deen,  Hoq^iam,  Centralia  and  Chehalis, 
Washington.  Filed  10:01  a.  m. 

Seattle  Order  18-F,  Amendment  6.  cover¬ 
ing  fresh  fruits  and  vegetables  in  Olympia, 
Aberdeen,  Hoquiam,  Centralia  and  Chehalis, 
Washington.  Filed  10:01  a.  m. 

Seattle  Order  18-F,  Amendment  7,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Olympia, 
Aberdeen,  Hoquiam,  Centralia,  and  Chehalis, 
Washington.  Filed  10:28  a.  m. 

Seattle  Order  18-F,  Amendment  8,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Olympia, 
Aberdeen,  Hoquiam,  Centralia  and  Chehalis, 
Washington.  Filed  10:44  a.  m. 

Seattle  Order  10-F,  Amendment  4,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
areas  in  Washington.  Filed  10:00  a.  m. 

Seattle  Order  19-F,  Amendment  5,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
areas  in  Washington.  Filed  10:00  a.  m. 

Seattle  Order  19-F,  Amendment  6,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain  areas 
in  Washington.  Filed  10:28  a.  m. 

Seattle  Order  19-F,  Amendment  7,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
areas  in  Washington.  Piled  10:43  a.  m. 

Seattle  Order  1-D,  Amendments  1  and  2, 
covering  butter  and  cheese  in  certain  coun¬ 
ties  in  Washington.  Filed  10:09  a.  m. 

Seattle  Order  2-0,  Amendments  1  and  2, 
covering  butter  and  cheese  in  Chelan,  Kitti¬ 
tas,  Okanogan  and  Takima,  Washington. 
Filed  10:09  a.  m. 

Seattle  Order  1-OC,  Amendment  23,  cov¬ 
ering  eggs.  Piled  10:20  a.  m. 

Seattle  Order  1-OC,  Amendment  23,  cov¬ 
ering  eggs  in  .certain  counties  in  Washington. 
Filed  10:20  a.  m. 

Seattle  Order  1-OC,  Amendment  23,  cov¬ 
ering  poultry  in  certain  counties  in  Wash¬ 
ington.  Filed  10:21  a.  m. 

Seattle  Order  2-0,  Amendment  9,  covering 
eggs  in  Chelan,  Kittitas,  Yakima  and  Oka¬ 
nogan.  Filed  10:51  a.  m. 

Seattle  Order  3-P,  Amendment  8,  covering 
fish  in  Seattle,  Bremerton  and  Renton, 
Washington.  Filed  10:11  a.  m. 

Seattle  Order  30,  Amendment  9,  covering 
dry  groceries  in  certain  counties  in  Washing¬ 
ton.  Filed  10:24  a.  m. 

Seattle  Order  32,  Amendment  9,  covering 
dry  groceries  in  certain  coimtles  in  Wash¬ 
ington.  Filed  10:24  a.  m. 

Seattle  Order  33,  Amendment  10,  covering 
dry  groceries  in  certain  counties  in  Wash¬ 
ington.  Filed  10:22  a.  m. 

Seattle  Order  34,  Amendment  8,  covering 
dry  groceries  In  the  counties  of  Chelan,  Kitti¬ 
tas  and  Takima,  Washington.  Filed  10:22 
a.  m. 

Seattle  Order  1-W,  Amendment  16,  cover¬ 
ing  dry  groceries  in  certain  counties  in 
Washington.  Piled  10:25  a.  m. 

Seattle  Order  2-W,  Amendment  12,  cover¬ 
ing  dry  groceries  in  the  counties  of  Chelan, 
Kittitas  and  Yakima,  Washington.  Filed 
10:24  a.  m. 

Spokane  Order  8-P,  Amendment  38,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
areas  of  Spokane  county,  Washington.  Filed 
6:69  a.  m. 

Spokane  Order  9-F,  Amendment  88,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
areas  of  Kootenai  county,  Idaho.  Filed  6:59 
a.  m. 


Spokane  Order  10-F,  Amendment  87,  cov¬ 
ering  fresh  fruits  in  certain  areas  in 
Shoshone  and  Kootenai  counties,  Idaho. 
Filed  9:58  a.  m. 

Spokane  Order  11-F,  Amendment  87,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
areas  of  Latah  county,  Idaho  and  Whitman 
cdunty,  Washington.  Piled  9:58  a.  m. 

Spokane  Order  12-P,  Amendment  88,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
areas  of  Asotin  county,  Washington  and  Nez 
Perce  county,  Idaho.  Piled  9:56  a.  m. 

Spokane  Order  13-P,  Amendment  40,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
areas  of  Columbia  and  Walla  Walla  counties, 
Washington.  Piled  9:56  a.  m, 

Spokane  Order  14-P,  Amendment  39,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
areas  of  Benton  and  Franklin  counties, 
Washington.  Filed  10:45  a.  m. 

Copies  of  any  of  these  orders  may  be 
obtained  from  the  OPA  Office  in  the 
designated  city. 

EIrvin  H.  Pollack, 

Secretary. 

(P.  R.  Doc.  46-21684:  Filed,  Dec.  8,  1945; 

11:43  a.  m.] 


List  of  Commitnity  Ceiling  Price 
Orders 

The  following  orders  under  Revised 
General  Order  61  were  filed  with  the 
Division  of  the  Federal  Register  Novem¬ 
ber  26,  1945. 

Rkion  I 

Montpelier  Order  3-F,  Amendment  28,  cov¬ 
ering  fresh  fruits  and  vegetables  in  Burling¬ 
ton,  Clarendon,  Colchester.  Ehsez,  Plttsford, 
Proctor,  Rutland.  Shelburne,  South  Burling¬ 
ton,  West  Rutland,  Wllliston,  Winooski.  Filed 
12:18  p.  m. 

Montpelier  Order  3-F,  Amendment  13,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
areas  in  Vermont.  Filed  12:18  p.  m. 

Montpelier  Order  15.  Amendment  2,  cov¬ 
ering  dry  groceries.  Plied  12:18  p.  m. 

Montpellw  Order  2-W,  Amendment  2,  cov¬ 
ering  dry  groceries  in  the  State  of  Vermont. 
Filed  12:17  p.  m. 

Montpelier  Order  l-D,  Amendment  1,  cov¬ 
ering  butter  and  cheese  in  the  entire  State 
of  Vermont.  Filed  12:17  p.  m. 

Montpelier  Order  1-C,  Amendment  4,  cov¬ 
ering  poultry  in  the  entire  State  of  Vermont. 
Filed  12:18  p.  m. 

RBGION  n 

Wilmington  Order  4-W,  Amendment  1,  cov¬ 
ering  dry  groceries  in  the  State  of  Delaware 
lying  north  of  the  Chesapeake  and  Delaware 
Canal.  Filed  12:16  p.  m. 

Region  ni 

Louisville  Order  12-F,  Amendment  45.  cov¬ 
ering  fresh  fruits  and  vegetables  in  Jefferson 
County,  Kentucky,  and  Clark  and  Floyd 
Counties,  Indiana.  FUed  12:16  p.  m. 

Louisville  Order  17-F,  Amendment  11,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Kentucky.  Piled  12:16  p.  m. 

Louisville  Order  18-P,  Amendment  5,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Kentucky.  Filed  12:15  p.  m. 

Louisville  Order  19-P,  Amendment  5,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Kentucky.  Filed  12:15  p.  m. 

Louisville  Order  20-F,  Amendment  5,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Kentucky.  Filed  12:15  p.  m. 

Region  IV 

Atlanta  Order  12-P,  Amendment  4.  cover¬ 
ing  fresh  fruits  and  vegetables  in  Atlanta- 
Decatur  Metropolitan  Trade  Area.  Filed 
18:19  p.  m. 


Atlanta  Order  13-P,  Amendment  4,  cover¬ 
ing  fresh  fruits  and  vegetables  ^in  certain 
areas  outside  of  the  Atlanta-Decatur  Trade 
Area.  Filed  12:19  p.  m. 

Atlanta  Order  14-P,  Amendment  4,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
counties  In  Georgia.  Filed  12:19  p.  m. 

Atlanta  Order  16-P,  Amendment  4,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Bibb  and 
Muscogee  Counties,  Georgia,  and  Phenix 
City,  Alabama.  Piled  12:19'p.  m. 

Atlanta  Order  21,  Amendment  10,  covering 
eggs  in  certain  counties  in  Georgia.  Piled 
2:41  p.  m. 

Atlanta  Order  30-C,  Amendment  4,  cover¬ 
ing  poultry  in  certain  counties  in  Georgia. 
Piled  2:41  p.  m. 

Region  IV 

Atlanta  Order  3 1-C,  Amendment  4,  cover¬ 
ing  poultry  in  certain  counties  in  Georgia. 
Filed  2:40  p.  m. 

Atlanta  Order  33-C,  Amendment  4,  cover¬ 
ing  poultry  in  certain  counties  in  Georgia 
and  Phenix  City.  Alabama.  Filed  2:40  p.  m. 

Atlanta  Order  83-C,  Amendment  4,  cover¬ 
ing  poultry  in  certain  counties  in  Georgia 
and  Phenix  City.  Alabama.  Filed  2:40  p.  m. 

Atlanta  Order  34-C,  Amendment  4,  cover¬ 
ing  poultry  in  certain  counties  in  Georgia. 
Filed  2:39  p.  m. 

Atlanta  Order  35-C,  Amendment  4.  cover- 
--  Ing  poultry  in  certain  coimties  in  Georgia. 
Filed  2:39  p.  m. 

Charlotte  Order  5-0,  covering  eggs  in  cer¬ 
tain  counties  in  North  Carolina.  Filed  2:31 
p.  m. 

Jackson  Order  7-P,  Amendment  7,  covering 
fresh  fruits  and  vegetables  in  certain  counties 
in  Mississippi.  Filed  2:31  p.  m. 

Memphis  Order  27,  Amendment  8,  covering 
dry  groceries  in  the  Memphis  District  area. 
Filed  2:31  p.  m. 

Miami  Order  7-F.  Amendment  2.  covering 
fresh  fruits  and  vegetables  in  the  Tampa, 
Florida,  area.  Filed  2:38  p.  m. 

Miami  Order  3-D,  covering  butter  in  the 
Monroe  county  area.  Filed  2:36  p.  m. 

Miami  Order  5,  Amendment  2,  covering  dry 
groceries  in  certain  specified  areas  in  the 
State  of  Florida.  Piled  2:38  p.  m. 

Miami  Order  6.  Amendment  2.  covering  dry 
groceries  in  certain  specified  areas  in  the 
State  of  Florida.  Filed  2:37  p.  m. 

Miami  Order  7,  Amendment  2,  covering  dry 
groceries  in  certain  specified  areas  in  the 
State  of  Florida.  Filed  2:37  p.  m. 

Miami  Order  8,  Amendment  2.  covering  dry 
groceries  in  certain  specified  areas  in  the 
State  of  Florida.  Filed  2:37  p.  m. 

Miami  Order  3-W,  Amendment  2,  covering 
dry  groceries  in  certain  specified  areas  in  the 
State  of  Florida.  Filed  2:35  p.  m. 

Richmond  Order  4-F.  Amendments  45,  46, 
47,  48,  49,  and  50,  covering  fresh  fruits  and 
vegetables  in  •the  Norfolk  and  Richmond 
areas.  Filed  2:35  and  2:34  p.  m. 

Richmond  Order  6-P,  Amendment  1,  cover¬ 
ing  fresh  fruits  and  vegetables  outside  of  the 
Richmond  and  Norfolk  areas.  Filed  2 : 34  p.  m. 

Richmond  Order  6-F.  Amendment  2,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Norfolk 
and  Richmond  areas.  Filed  2:33  p.  m. 

Richmond  Order  6-P,  Amendment  3,  cover¬ 
ing  fresh  fruits  and  vegetables  outside  of  the 
Norfolk  and  Richmond  areas.  Filed  2 :33  p.  m. 

Richmond  Order  7-P,  covering  fresh  fruits 
and  vegetables  outside  of  the  Richmond  and 
Norfolk  area.  Filed  2:33  p.  m. 

Richmond  Order  7-P,  Amendment  1,  cover¬ 
ing  fresh  fruits  and  vegetables  outside  of  the 
Richmond  and  Norfolk  area.  Filed  2 :32  p.  m. 

Richmond  Order  8-F,  covering  fresh  fruits 
and  vegetables  in  the  Norfolk  and  Richmond 
areas.  Filed  2:32  p.  m. 

Richmond  Order  8-F,  Amendment  2.  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Norfolk 
and  Richmond  areas.  Filed  2:32  p.  m. 

Richmond  Order  8-P,  Amendment  3,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Norfolk 
and  Richmond  areas.  Filed  2:32  p.  m. 
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Richmond  Order  8-F,  Amendment  4,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Norfolk 
and  Richiffend  areas.  Filed  2:32  p.  m. 

Region  V 

Houston  Order  5-F,  Amendment  18,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Jefferson 
and  Orange  counties,  Texas.  Filed  11:33  a.  m. 

DTltle  Rock  Order  10-P,  Amendment  18, 
covering  fresh  fruits  and  vegetables  in  Gar¬ 
land  county,  Arkansas.  Filed  11:32  a.  m. 

Little  Rock  Order  12-F,  Amendment  10,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Arkansas.  Filed  11:32  a.  m. 

Little  Rock  Order  13-F,  Amendment  10,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Arkansas  and  in  Bowie  county, 
Texas.  Filed  11:32  a.  m. 

Little  Rock  Order  14-F,  Amendment  10, 
covering  fresh  fruits  and  vegetables  in  cer¬ 
tain  counties  in  Arkansas.  P^led  11:31  a.  m. 

Little  Rock  Order  15-P,  Amendment  10, 
covering  fresh  fruits  and  vegetables  in  cer¬ 
tain  counties  in  Arkansas.  Filed  12:41  p.  m. 

New  Orleans  Order  3-F,  Amendment  16, 
covering  fresh  fruits  and  vegetables  In  State 
of  Louisiana,  Parishes  of  Orleans,  St.  Bernard 
and  Jefferson  except  Grand  Isle.  Filed  12:36 
p.  m. 

New  Orleans  Order  6-F,  Amendment  8, 
covering  fresh  fruits  and  vegetables  in  Shreve¬ 
port,  Bossier  City,  Monroe  and  West  Monroe, 
Louisiana.  Filed  12:34  p.  m. 

New  Orleans  Order  6-F,  Amendment  8, 
covering  fresh  fruits  and  vegetables  in  the 
Partsbes  of  Louisiana  except  cities  of  Shreve¬ 
port,  Bossier  City,  Monroe  and  West  Monroe, 
Louisiana.  Filed  12:30  p.  m. 

San  Antonio  Order  ^F,  Amendment  17, 
covering  fresh  fruits  and  vegetables  in  Bexar 
county,  Texas,  Piled  12:08  p.  m. 

San  Antonio  Order  7-P,  Amendment  17, 
covering  fresh  fruits  and  vegetables  in  Austin, 
Texas,  Piled  12:07  p,  m. 

San  Antonio  Order  8-P,  Amendment  17, 
covering  fresh  fruits  and  vegetables  in  Corpus 
Christ!,  Texas.  Filed  12:07  p.  m. 

San  Antonio  Order  9-F,  Amendment  6, 
covering  fresh  fruits  and  vegetables  in  Cul¬ 
berson,  El  Paso,  Hudspeth  and  Presidio 
counties,  Texas.  Filed  12:07  p.  m. 

St.  Louis  Order  4-P,  Amendment  18,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  city 
of  St.  Louis  and  county  of  St.  Louis,  Missouri. 
Filed  12:13  p.  m. 

Wichita  Order  13-F,  Amendment  1,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Sedgwick 
county,  Kansas.  Filed  2:30  p.  m. 

Wichita  Order  14-F,  Amendment  1,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
counties  in  Kansas.  Piled  2:29  p.  m. 

Wichita  Order  15-P,  Amendment  1,  cover¬ 
ing  fresh  fruits  and  vegetables  In  certain 
counties  In  Kansa.s.  Filed  2:29  p.  m. 

Wichita  Order  16-P,  Amendment  1,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Reno 
county.  Kansas.  Filed  12:29  p.  m. 

Wichita  Order  17-P,  Amendment  1,  cov¬ 
ering  fresh  fruits  and  vegetables  in  Shawnee 
county,  Kansas.  Filed  12:28  p.  m. 

Wichita  Order  31,  Amendments  1  and  2,  cov¬ 
ering  dry  groceries  in  certain  counties  in 
Kansas  sold  by  Groups  1  and  2  stores.  Filed 
12:28  &  12:24  p.  m. 

Wichita  Order  32,  Amendments  1  and  2.  cov¬ 
ering  dry  groceries  in  certain  counties  in 
Kansas  sold  by  Groups  1  and  2  stores.  Filed 
12:22  and  12:21  p.  m. 

W  Chita  Order  33,  Amendments  1  and  2,  cov¬ 
ering  dry  groceries  in  certain  areas  in  Kansas 
sold  by  Groups  3  and  4  stores.  Filed  12:20 
p.  m. 

Region  VI 

Chicago  Order  2-F,  Amendment  84,  cover¬ 
ing  fresh  fruits  and  vegetables.  Filed  12:06 
p,  m. 

Chicago  Order  2-F,  Amendment  88,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Cook,  Du- 
Page,  Kane,  Lake  McHenry  counties,  Illinois 
and  Lake  county,  Indiana.  Filed  12:06  p.  m, 

Des  Moines  Order  4-P,  Amendment  7,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 


counties  in  Iowa  and  the  City  of  South  Sioux 
City.  Filed  2:27  p.  m. 

Des  Moines  Order  6-F,  Amendment  7,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Des 
Moines  area.  Filed  2:26  p.  m. 

Des  Moines  Order  6-P,  Amendment  7,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Cedar 
Rapids  area.  Filed  2:25  p.  m.  • 

Des  Moines  Order  7-P,  Amendment  7,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  In  Iowa  and  the  cities  of  Moline,  East 
Moline,  Rock  Island,  SUvls  &  Milan  in  Dli- 
nols.  Filed  2:25  p.  m. 

Des  Moines  Order  1-0,  Amendment  4,  cov¬ 
ering  eggs  In  the  cities  of  Des  Moines,  West 
Des  Moines  and  Marshalltown,  Iowa.  Filed 
2:24  p.  m. 

Des  Moines  Order  2-0,  covering  eggs  in 
the  Sioux  City  and  Council  Bluffs  areas. 
Filed  2:21  p.  m. 

Des  Moines  Order  8-0,  covering  eggs  in 
the  Port  Dodge  and  Mason  city  areas.  Piled 
2:19  p.  m. 

Des  Moines  Order  4-0,  covering  eggs  in 
the  Dubuque,  Waterloo,  Cedar  Rapids,  Clin¬ 
ton,  Davenport,  Burlington  &  Ottumwa 
areas.  Filed  1:10  p.  m. 

Des  Moines  Order  20,  covering  dry  groceries 
in  certain  counties  of  the  Des  Moines  Dis¬ 
trict.  Piled  2:24  p.  m. 

Des  Moines  Adopting  Order  12-W,  cover¬ 
ing  dry  groceries  in  certain  counties  In  Iowa. 
Filed  12:58  p.  m. 

Des  Moines  Order  12-W,  Amendment  1, 
covering  dry  groceries  in  certain  counties  in 
Iowa.  Filed  12:57  p.  m. 

Green  Bay  Order  7-F,  Amendment  8.  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Wisconsin.  Filed  2:30  p.  m. 

Green  Bay  Order  8-P,  Amendment  8,  cov¬ 
ering  fresh  fruits  and  vegetables  In  certain 
areas  in  Wisconsin.  Filed  2:28  p.  m. 

Green  Bay  Order  9-F,  Amendment  8,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the 
counties  of  Florence,  Forest  &  Marinette. 
Piled  2:28  p.  m. 

Green  Bay  Order  10-P,  Amendment  8,  cov¬ 
ering  fresh  fruits  and  vegetables  In  the  cities 
of  Eau  Claire  &  Chippewa  Falls,  Wisconsin. 
Piled  2:27  p.  m. 

Milwaukee  Order  8-F,  Amendment  35,  cov¬ 
ering  fresh  fruits  and  vegetables  in  Dane 
county,  Wisconsin.  Piled  1:00  p.  m. 

Milwaukee  Order  9-P,  Amendment  35,  cov¬ 
ering  fresh  fruits  and  vegetables  in  She¬ 
boygan  &  Pond  Du  Lac  counties,  Wisconsin, 
Piled  1:00  p.  m. 

Milwaukee  Order  11-P,  Amefidment  27, 
covering  fresh  fruits  and  vegetables  in  Mil¬ 
waukee  county,  the  cities  of  Racine  &  Ke¬ 
nosha,  Wisconsin.  Piled  12:59  p.  m. 

Milwaukee  Order  12-P,  Amendment  8,  cov¬ 
ering.  fresh  fruits  and  vegetables  In  the  cities 
of  La  Crosse  &  Sparta,  Wisconsin.  Filed 
12:59  p.  m. 

Omaha  Order  26,  Amendment  2,  covering 
dry  groceries  in  Douglas  &  Sarpy  counties  in 
Nebraska  &  the  city  of  Council  Bluffs,  Iowa. 
Filed  12:56  p.  m. 

Omaha  Order  7-W,  Amendment  2,  cover¬ 
ing  dry  groceries  in  Douglas  &  Sarpy  coun¬ 
ties  in  Nebraska  and  the  city  of  Council 
Bluffs,  Iowa.  Filed  12:42  p.  m. 

Springfield  Order  13-F,  Amendment  36, 

covering  fresh  fruits  and  vegetables  In  the 
city  of  Springfield,  Illinois.  Filed  12:06 

p.  m. 

Springfield  Order  14-F,  Amendment  37, 

covering  fresh  fruits  and  vegetables  In  the 
city  of  East  St.  Louis  and  the  townships  of 
Centerville,  Sugar  Loaf,  Canteen  and  Stltes 
df  St.  Clair  county,  Illinois.  Filed  12:05 
p,  m. 

Springfield  Order  15-P,  Amendment  37, 

covering  fresh  fruits  and  vegetables  in  the 
•  city  of  Decatur,  Illinois.  Filed  12:05  p.  m. 

Springfield  Order  22-P,  Amendment  3, 

covering  fresh  fruits  and  vegetables  in  the 
city  of  Quincy,  Illinois.  Filed  11:57  a.  m. 

Springfield  Order  23-F,  covering  fresh 
fruits  and  vegetables  in  all  counties  In 


Springfield,  Illinois  District,  with  certain 
exceptions.  Filed  11:37  a.  m. 

Twin  Cities  Order  1-P,  Amendment  44, 
covering  fresh  fruits  and  vegetables  In  Min¬ 
neapolis  and  St.  Paul  and  adjoining  muni¬ 
cipalities.  Piled  12:13  p.  m.* 

Twin  Cities  Order  3-F,  Amendment  9, 
covering  fresh  fruits  and  vegetables  in 

Duluth  and  Proctor,  Minnesota  and  Supe¬ 
rior,  Wisconsin.  Filed  12:12  p.  m. 

Twin  Cities  Order  4-F,  Amendment  9, 
covering  fresh  fruits  and  vegetables  in 

Winona,  Minnesota.  Filed  12:11  p.  m. 

Twin  Cities  Order  5-P,  Amendment  8-A, 
covering  fresh  fruits,  and  vegetables  in  the 
city  of  Rochester,  Minnesota.  Filed  12:11 
p.  m. 

Region  VII 

Albuquerque  Order  8-P,  Amendment  42, 
covering  fresh  fruits  and  vegetables  in  the 
Albuquerque  area  including  the  City  of  Al¬ 
buquerque.  P71ed  12:07  p.  m. 

Region  VIII 

Phoenix  Order  19,  Amendment  3,  covering 
dry  groceries  in  the  South  Carolina  Area. 
Piled  12:09  p.  m. 

San  Francisco  Order  14,  Amendment  2,  cov¬ 
ering  dry  groceries  in  certain  cities  in  Cali¬ 
fornia.  Filed  12:09  p.  m. 

San  Francisco  Order  20,  Amendment  1,  cov¬ 
ering  dry  groceries  in  the  city  and  county  of 
San  Francisco,  counties  of  Alameda,  Contra 
Costa,  Marin  and  San  Mateo.  I^led  12:08 
p.  m. 

San  Francisco  Order  22,  Amendment  1, 
covering  dry  groceries  in  certain  counties 
in  California.  Filed  12:08  p.  m. 

San  Francisco  Order  W-1,  Amendment  9, 
covering  dry  groceries  in  certain  areas  In 
California.  Filed  12:08  p.  m. 

Copies  of  these  orders  may  be  obtained 
from  the  OPA  OflBce  in  the  designated 
city. 

Ervin  H.  Pollack, 

Secretary. 

[P.  R.  Doc.  45-21685:  Filed,  Dec.  3,  1945; 

11:44  a.  m.] 


List  of  Community  Ceiling  Price  Orders 

The  following  orders  under  Revised 
General  Order  51,  were  filed  with  the 
Division  of  the  Federal  Register  Novem¬ 
ber  27,  1945. 

Region  HI 

Charleston  Order  9-P,  Amendments  38  and 
39,  covering  fresh  fruits  and  vegetables  In 
Cabell  county  and  the  city  of  Huntington  in 
Wayne  county.  West  Virginia.  Filed  9:47 
a.  m. 

Charleston  Order  10-F,  Amendments  38  and 
39,  covering  fresh  fruits  and  vegetables  in 
certain  counties  in  West  Virginia.  Filed 
9:48  a.  m 

Charleston  Order  11-P,  Amendments  38 
and  39,  covering  fresh  fruits  and  vegetables 
In  Berkeley,  Jefferson  and  Morgan  counties. 
West  Virginia.  Filed  9:38  and  9:49  a.  m. 

Charleston  Order  15-F,  Amendments  35 
and  36,  covering  fresh  fruits  and  vegetables 
in  certain  counties  in  West  Virginia,  Filed 
9:49  a.  m. 

Charleston  Order  16-F,  Amendments  35 
and  36,  covering  fresh  fruits  and  vegetables 
in  Boone,  Fayette,  Kanawha,  Putnam  and 
Raleigh  counties.  West  Virginia.  Filed  9:49 
and  9:50  a.  m. 

Charleston  Order  17-F,  Amendments  33  and 
34,  covering  fresh  fruits  and  vegetables  In 
certain  counties  in  West  Virginia,  Filed 
9:50  a.  m. 

Charleston  Order  17-P,  Amendment  35,  cov¬ 
ering  fresh  fruits  and  vegetables  In  certain 
counties  in  West  Virginia.  Filed  9:50  a.  m. 
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Cincinnati  Order  1-D,  Amendment  2,  cov¬ 
ering  butter  and  cheese  In  certain  counties 
In  Ohio.  Filed  9:51  a.  m. 

Cincinnati  Order  4-P,  Amendment  46,  cov¬ 
ering  fresh  fruits  and  vegetables  In  Hamilton 
county,  Ohio,  Filed  9:50  a.  m. 

Cincinnati  Order  8-F,  Amendment  16,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Ohio  excluding  College  Corner 
and  Union  City,  Ohio.  Filed  9:51  a.  m. 

Cincinnati  Order  24,  Amendment  1,  cover¬ 
ing  dry  groceries  in  Cincinnati,  Ohio.  Filed 
9:40  a.  m. 

Cincinnati  Order  25,  Amendment  1,  cover¬ 
ing  dry  groceries  in  certain  counties  in  Ohio. 
Filed  9:40  a.  m. 

Cincinnati  Order  9-W,  Amendment  1,  cov¬ 
ering  dry  groceries  in  Cincinnati,  Ohio.  Filed 
9:41  a.  m. 

Detroit  Order  5-F,  Amendment  33,  cover¬ 
ing  fresh  fruits  and  vegetables  In  certain 
counties  In  Michigan.  Filed  9:41  a.  m. 

Indianapolis  Order  4-C,  Amendment  1,  cov¬ 
ering  poultry  in  certain  counties  in  Indiana 
and  College  Corner  &  Union  City,  Ohio.  Filed 
9:52  a.  m. 

Indianapolis  Order  14-F,  Amendment  43, 
covering  fresh  fruits  and  vegetables  in  Marion, 
Vigo  and  Tippecanoe  counties,  Indiana. 
Filed  9:51  a.  m. 

Indianapolis  Order  15-F,  Amendment  43, 
covering  fresh  fruits  and  vegetables  in  Wayne, 
Delaware  and  Allen  Counties,  Indiana.  Filed 
9:51  a.  m. 

Indianapolis  Order  16F,  Amendment  43, 
covering  fresh  fruits  and  vegetables  in  the 
county  of  St.  Joseph.  Filed  9:51  a.  m. 

Indianapolis  Order  17-F,  Amendment  43, 
covering  fresh  fruits  and  vegetables  in  the 
county  of  Vanderburgh.  Filed  9:52  a.  m. 

Saginaw  Order  2-0,  covering  eggs  in  all 
counties  in  the  Saginaw  District.  Filed  9:52 
a.  m. 

Saginaw  Order  3-0,  covering  eggs  in  all 
counties  in  the  Saginaw  District.  Filed  9:52 
a.  m. 

Toledo  Order  3-F,  Amendment  16,  covering 
fresh  fruits  and  vegetables  in  certain  counties 
and  townships  in  Ohio.  Filed  9:53  a.  m. 

Region  V 

Fort  Worth  Order  3-C,  covering  poultry 
in  certain  counties  in  Texas.  Filed  9:39  a.  m. 

Fort  Worth  Order  4-C,  covering  poultry 
in  certain  counties  in  Texas.  Filed  9:40  a.  m. 

Fort  Worth  Order  19-F,  Amendment  6,  cov¬ 
ering  fresh  fruits  and  vegetables  in  Taylor, 
Tom  Green  and  Wichita  counties,  Texas. 
Filed  9:39  a.  m. 

Fort  Worth  Order  13-F,  Amendment  18, 
covering  fresh  fruits  and  vegetables  in  Tar¬ 
rant  cotlnty,  Texas.  Filed  9:39  a.  m. 

Fort  Worth  Order  21-F,  Amendment^  2, 
covering  fresh  fruits  and  vegetables  in  Lub¬ 
bock  and  Potter  counties,  Texas.  Filed  9:39 
a.  m. 

Houston  Order  4-F,  Amendment  18,  cover¬ 
ing  fresh  fruits  and  vegetables  in  cities  and 
towns  of  Texas.  Filed  9:40  a.  m. 

San  Antonio  Order  6-F,  Amendment  16, 
covering  fresh  fruits  and  vegetables  in  Bexar 
county,  Texas.  Filed  9:37  a.  m. 

San  Antonio  Order  7-F,  Amendment  16, 
covering  fresh  fruits  and  vegetables  in  Austin, 
Texas.  Filed  9:38  a.  m. 

San  Antonio  Order  8-F,  Amendment  16, 
covering  fresh  fruits  and  vegetables  in  Corpus 
Chrlstl,  Texas,  Filed  9:38  a.  m. 

San  Antonio  Order  9-F,  Amendment  6, 
covering  fresh  fruits  and  vegetables  In  Cul¬ 
berson,  El  Paso,  Hudspeth  and  Presidio  coun¬ 
ties,  Texas.  Filed  9:38  a.  m. 

San  Antonio  Order  10-F,  Amendment  1, 
covering  fresh  fruits  and  vegetables  in  cer¬ 
tain  areas  in  Texas.  Filed  9:39  a.  m. 

St.  Louis  Order  5-W,  in  the  city  of  St.  Louis 
and  county  of  St.  Louis,  Missouri.  Filed  9:43 
a.  m. 

Region  IV 

Charlotte  Order  4-F,  Amendment  1,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
counties  in  North  Carolina.  Filed  9:41  a.  m. 
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Charlotte  Order  4-F,  Amendment  3,  cover¬ 
ing  fresh  fruits  and  vegetables  In  certain 
counties  in  North  Carolina.  Filed  9:41  a.  m. 

Charlotte  Order  20,  Amendment  2,  cover¬ 
ing  dry  groceries  in  the  counties  under  the 
Jurisdiction  of  the  Charlotte  District  Office. 
Filed  9:41  a.  m. 

Charlotte  Order  21,  Amendment  2,  cover¬ 
ing  dry  groceries  in  the  counties  under  the 
Jurisdiction  of  the  Charlotte  District  Office. 
Filed  9:42  a.  m. 

Charlotte  Order  6-0,  covering  eggs  in  cer¬ 
tain  counties  of  the  Charlotte  area.  Filed 
9:42  a.  m. 

Charlotte  Order  7-0,  covering  eggs  in  cer¬ 
tain  counties  of  the  Charlotte  area.  Filed 
9:42  a.  m. 

Charlotte  Order  8-0,  covering  eggs  in  cer¬ 
tain  counties  in  North  Carolina.  Filed  9:42 
a.  m. 

Charlotte  Order  6-W,  Amendment  2,  cover¬ 
ing  dry  groceries  in  the  counties  under  the 
Jurisdiction  of  the  Charlotte  District  Office. 
Filed  9:43  a.  m. 

Memphis  Order  Id-W,  Amendment  3,  cov¬ 
ering  dry  groceries  in  the  Memphis  District 
area.  Filed  9:43  a.  m. 

Miami  Order  7-C  ai.d  8-C,  covering  poultry 
in  certain  specified  areas  in  Florida.  Filed 
9:34  a.  m. 

Miami  Order  8-0,  covering  eggs  in  certain 
specified  areas  in  Florida.  Filed  9:34  a.  m. 

Montgomery  Order  26-F,  Amendment  5, 
covering  fresh  fruits  and  vegetables  in  Mobile 
county.  Filed  9:34  a.  m. 

Montgomery  Order  27-F,  Amendment  6, 
covering  fresh  fruits  and  vegetables  in  Mont¬ 
gomery  county.  Filed  9:35  a.  m. 

Montgomery  Order  28-F,  Amendment  5, 
covering  fresh  fruits  and  vegetables  in 

Houston  county.  Filed  9:35  a.  m. 

Montgomery  Order  29-P,  Amendment  5, 
covering  fresh  fruits  and  vegetables  in 

Dallas  county.  Filed  9:36  a.  m. 

Richmond  Order  8-F,  Amendment  5,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Nor¬ 
folk  and  Richmond  areas.  Filed  9:36  a.  m. 

Region  V 

Roanoke  Order  13-F,  Amendment  6,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
cities,  counties  and  towns  in  Virginia.  Filed 
9:36  a.  m. 

Savannah*Order  15-F,  Amendment  5,  cov¬ 
ering  fresh  fruits  and  vegetables  In  certain 
counties  in  Georgia.  Filed  9:37  a.  m. 

Savannah  Order  22,  covering  dry  groceries 
In  certain  counties  in  Georgia.  Filed  9:37 
a.  m. 

Savannah  Order  23,  covering  dry  groceries 
in  certain  counties  in  Georgia.  Filed  9:37 
a.  m. 

Region  VI 

Milwaukee  Order  9-F,  Amendment  32,  cov¬ 
ering  fresh  fruits  and  vegetable  in  Sheboy¬ 
gan  and  Fond  Du  Lac  counties,  Wisconsin. 
Filed  9:43  a.  m. 

Region  vni 

Nevada  Order  8-0,  Amendment  3,  covering 
eggs  in  certain  pounties  In  Nevada.  Filed 
9:43  a.  m. 

Nevada  Order  9-0,  Amendment  3,  covering 
eggs  in  certain  counties  in  Nevada.  Filed 
9:44  a.  m. 

Nevada  Order  10-0,  Amendment  3,  covering 
eggs  in  Elko,  Eureka,  Lincoln  and  White  Pina 
counties.  Filed  9:44  a.  m. 

Nevada  Order  11-0,  Amendment  3,  cover¬ 
ing  eggs  in  Elko,  Eureka,  Lincoln  and  Whit# 
Pine  counties.  Filed  9:45  a.  m. 

Nevada  Order  12-0,  Amendment  8,  cover¬ 
ing  eggs  In  Clark  county,  Nevada.  Filed 
9:45  a.  m. 

Nevada  Order  13-0,  Amendment  3,  covering 
eggs  in  Clark  county,  Nevada.  Filed  9:45 
a.  m. 

Sacramento  Order  1-0,  Amendment  9,  cov¬ 
ering  eggs  in  certain  areaft  in  California. 
Filed  9:46  a.  m. 


Sacramento  Order  2-0,  Amendment  9,  cov¬ 
ering  eggs  in  certain  areas  in  California. 
Filed  9:46  a.  m. 

San  Francisco  Order  3-C,  covering  poultry 
in  certain  areas  in  California.  Filed  9:47 
a.  m. 

San  Francisco  Order  22-F,  covering  fresh 
fruits  and  vegetables  in  the  Sacramento 
area.  Filed  9:46  a.  m. 

San  Francisco  Order  22-F,  covering  fresh 
fruits  and  vegetables  in  the  Sacramento 
area.  Filed  9:46  a.  m. 

San  Francisco  Order  W-1,  Amendment  7, 
covering  dry  groceries.  Filed  9:47  a.  m. 

San  Francisco  Order  W-1,  Amendment  8, 
covering  dry  groceries  in  certain  areas  in 
California.  Filed  9:47  a.  m. 

Copies  of  any  of  these  orders  may  be 
obtained  from  the  OPA  OfBce  in  the  des¬ 
ignated  city. 

Ervin  H.  Pollack, 

Secretary. 

(F.  R.  Doc.  45-21686;  Filed,  Dec.  3,  1945; 

11:44  a.  m.] 


List  of  Community  Ceiling  Price  Orders 

The  following  orders  under  Revised 
General  Order  51  were  filed  with  the 
Division  of  the  Federal  Register  No¬ 
vember  27,  1945. 

Region  I 

Boston  Order  1-C,  Amendment  12,  cover¬ 
ing  poultry  in  Massachusetts  except  Dukes 
and  Nantucket  counties.  Filed  11:01  a.  m. 

Boston  Order  4-0,  Amendment  2,  cover¬ 
ing  eggs  in  certain  counties  in  Maine,  New 
Hampshire,  Vermont,  Rhode  Island  except 
certain  towns  in  Massachusetts.  Filed  11:00 
a.  m. 

Montpelier  Order  2-F,  Amendment  26  and 
27,  covering  fresh  fruits  and  vegetables  in 
certain  cities  in  Vermont.  Filed  10:50  and 
10:41  a.  m. 

Montpelier  Order  1-C,  Amendment  5.  cov¬ 
ering  poultry  In  the  State  of  Vermont. 
Filed  10:41  a.  m. 

Region  II 

Altoona  Order  2-F,  Amendment  48,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Pennsylvania.  Filed  10:33  a.  m. 

Baltimore  Order  4-F,  Amendment  64,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Balti¬ 
more  area.  Filed  10:40  a.  m. 

Baltimore  Order  10-F,  Amendment  20,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  en¬ 
tire  State  of  Maryland  except  Baltimore  City 
and  adjoining  area.  Filed  10:40  a.  m. 

Binghamton  Order  2-F,  Amendment  59, 
covering  fresh  fruits  and  vegetables  In  cer¬ 
tain  counties  in  New  York.  Filed  10:32  a.  m. 

Buffalo  Order  3-F,  Amendment  36,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  cities 
of  Buffalo  and  Lackawanna,  Village  of  Ken- 
more  and  Towns  of  Amherst,  Cheektowaca, 
Tonawanda  and  West  Seneca,  New  York. 
Filed  10:32  a.  m. 

Buffalo  Order  4-F,  Amendment  36,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Rochester, 
Falrport  and  Plttsford,  New  York.  Filed  10:32 
a.  m. 

Buffalo  Order  6-F,  Amendment  3,  cover¬ 
ing  fresh  fruits  and  vegetables  In  the  coun¬ 
ties  of  Allegany,  Cattaraugus,  Chautauqua, 
New  York.  Filed  10:81  a.  m. 

Camden  Order  3-F,  Amendment  59,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Camden, 
Burlington,  Gloucester,  Salem  and  Cumber¬ 
land  counties.  Filed  10:31  a.  m. 

Camden  Order  4-F,  Amendment  59,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Atlantia 
and  Cape  May  counties.  New  Jersey.  Filed 
10:29  a.  m. 

District  of  Columbia  Order  6-F,  Amend¬ 
ment  36,  covering  fresh  fruits  and  vegetables 
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In  the  District  of  Columbia  area.  Filed 
10:81  a.  m. 

Newark  Order  7-P,  Amendment  31,  cover¬ 
ing  freeh  fruits  and  vegetables  In  certain 
counties  in  New  Jersey  and  the  Borough  of 
North  Plainfield  in  Somerset  county.  New 
Jersey.  Piled  10:39  a.  m. 

Newark  Order  18,  Amendments  1  and  2, 
Groups  3  and  4,  covering  dry  groceries  in  cer¬ 
tain  counties  in  New  Jersey  and  the  Bor¬ 
ough  of  North  Plainfield  in  Somerset  county, 
New  Jersey.  Piled  10:39  and  10:30  a.  m. 

Newark  Order  19,  Amendments  1  and  2, 
Groups  1  and  2,  covering  dry  groceries  in  cer¬ 
tain  counties  in  New  Jersey  and  the  Bor¬ 
ough  of  North  Plainfield  in  Somerset  county, 
New  Jersey.  Piled  10:38  and  10:30  a.  m. 

Newark  Order  20,  Amendments  1  and  2,  cov¬ 
ering  dry  groceries  in  certain  counties  in 
New  Jersey  and  the  Borough  of  North  Plain- 
field  in  Somerset  county.  New  Jersey.  Filed 
10:38  and  10:30  a.  m. 

Newark  Order  6-W,  Amendments  1  and  2, 
covering  dry  groceries  in  certain  counties  in 
New  Jersey  and  the  Borough  of  North  Plain- 
field  in  Somerset  county.  New  Jersey.  Filed 
10:37  and  10:29  a.  m. 

New  York  Order  13-F,  Amendment  12,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the 
counties  of  Dutchess,  Orange.  Putnsun, 
Rockland,  Suffolk  and  Ulster,  New  York. 
Filed  10:40  a.  m. 

New  York  Order  10-F,  Amendment  40,  cov¬ 
ering  fresh  fruits  and  vegetables  In  all  of 
Nassau  and  Westchester  counties.  New  York. 
Piled  10:40  a.  m. 

New  York  Order  9-F,  Amendment  40,  cov¬ 
ering  fresh  fniits  and  vegetables  in  the  five 
Boroughs  of  New  York  City.  Plied  10:40  a.  m. 

Philadelphia  Order  e-P,  Amendment  64. 
covering  fresh  fruits  and  vegetables  in  the 
city  and  county  of  Philadelphia.  Piled  10:29 
a.  m. 

Philadelphia  Order  11-P,  Amendment  29, 
covering  fresh  fruits  and  vegetables  in  cer¬ 
tain  counties  in  Pennsylvania.  Piled  10:28 
a.  m. 

Philadelphia  Order  13-F,  Amendment  29, 
covering  fresh  fruits  and  vegetablee  in  cer¬ 
tain  counties  in  Pennsylvania.  Filed  10:28 
a.  m. 

Philadelphia  Order  34,  Amendment  3,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Pennsylvania.  Piled  10:37  a.  m. 

Pittsburgh  Order  l-C,  Amendment  7,  cov¬ 
ering  poultry  in  Allegheny  county.  Filed 
10:36  a.  m. 

Pittsburgh  Order  1-P,  Amendment  2,  cov¬ 
ering  freeh  and  froaen  fish  and  seafood  in 
certain  areas  in  Pennsylvania.  Filed  10:35 
a.  m. 

Pittsburgh  Order  2-P,  Amendment  2,  cov¬ 
ering  fresh  and  froaen  fish  and  seafood  in 
certain  areas  in  Pennsylvania.  Filed  10:35 
a.  m. 

Wilmington  Order  4-F.  Amendment  61, 
covering  fresh  fruits  and  vegetables  in  the 
entire  State  of  Delaware.  Filed  10:34  a.  m. 

Wilmington  Order  21  and  22,  Amendment 
3.  covering  dry  groceries  that  part  of  the  State 
of  Delaware  lying  north  of  the  Chesapeake 
and  Delaware  Canal.  Filed  10:34  and  10:33 
a.  m. 

Rbcion  IV 

Columbia  Order  8-F,  Amendment  5,  cover¬ 
ing  freeh  fruits  and  vegetables  In  the  entire 
State  of  South  Carolina.  Filed  11 :07  a.  m. 

Atlanta  Order  20,  Amendment  10,  covering 
eggs  in  certain  counties  in  Georgia.  Filed 
11:02  a.  m. 

Columbia  CMIer  19,  Amendment  1,  covering 
dry  groceries.  Filed  11:07  a.  m. 

Columbia  Order  20.  Amendment  1,  covering 
dry  groceries  sold  by  Group  S  and  4  In  South 
Carolina.  Filed  11:06  a.  m. 

Columbia  Order  6-W,  Amendment  1,  cov¬ 
ering  dry  groceries  in  the  South  Carolina 
Area.  Filed  11:06  a.  m. 

Jacksonville  Order  14-F,  Amendment  8.  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  eitj 
of  JaclcBonville,  Florida.  Filed  11:05  a.  m. 


Memphis  Order  l-D,  covering  butter  in  the 
Memphis  District  Area.  Filed  11:05  a.  m. 

Rsgion  V 

Dallas  Order  4-F,  Amendment  17,  covering 
freeh  fruits  and  vegetables  in  Dallas  County, 
Texas.  Filed  10:15  a.  m. 

Dallas  Order  6-F,  Amendment  6,  covering 
fresh  fruits  and  vegetables  in  McLennan 
County,  Texas.  Piled  10:16  a.  m. 

Little  Rock  Order  2-C,  Amendment  4,  cov¬ 
ering  poultry  in  the  State  of  Arkansas,  Filed 
11:05  a.  m. 

Little  Rock  Order  3-C,  Amendment  4,  cov¬ 
ering  poultry  in  the  State  of  Arkansas.  Filed 
11:05  a.  m. 

Little  Rock  Order  2-0,  Amendment  4,  cov¬ 
ering  eggs  in  the  State  of  Arkansas.  Piled 
11:05  a.  m. 

Little  Rock  Order  3-0,  Amendment  4,  cov¬ 
ering  eggs  in  the  State  of  Arkansas.  Filed 
11:04  a.  m. 

Oklahoma  City  Order  8-P.  Amendment  5, 
covering  fresh  fruits  and  vegetables  in  cer¬ 
tain  counties  in  Oklahoma.  Filed  11:04  a.  m. 

Oklahoma  City  Order  9-P,  Amendment  1, 
covering  fresh  fruits  and  vegetables  in  the 
State  of  Oklahoma  except  the  Coimtles  of 
Oklahoma,  Pottawatomie,  Garfield,  Tulsa  and 
Muskogee.  Filed  11:04  a.  m. 

Oklahoma  City  Order  16,  Amendment  4, 
covering  dry  groceries.  Filed  11:03  a.  m. 

Oklahoma  City  Order  17,  Amendment  4. 
covering  dry  groceries.  Filed  11:03  a.  m.  ^ 
Oklahoma  City  Order  5-W,  Amendment  4, 
covering  dry  groceries.  Piled  10:60  a.  m. 

San  Antonio  Order  4-C,  Amendment  1,  cov¬ 
ering  poultry.  Filed  10:53  a.  m. 

San  Antonio  Order  5-C,  Amendment  1,  cov¬ 
ering  poultry.  Filed  10:63  a.  m. 

San  Antonio  Order  3-W,  Amendment  1,  cov¬ 
ering  dry  groceries  in  certain  counties  in 
Texas.  Filed  10:52  a.  m. 

San  Antonio  Order  5-W,  Amendment  3,  cov¬ 
ering  dry  groceries.  Filed  10:52  a.  m. 

San  Antonio  Order  16  and  17.  Amendment 
8,  covering  dry  groceries  sold  by  Groups  1 
and  2  stores  and  8  and  4  stores.  Filed  10:59 
and  10:58  a.  m. 

San  Antonio  Order  16  and  17,  Amendment 
4,  covering  dry  groceries  sold  by  Groups  1 
and  2  stores  and  8  and  4  stores.  Piled  10:56 
a.  m.  and  10:57  a.  m. 

San  Antonio  Order  19  and  20,  Amendment 
1,  covering  dry  groceries.  Piled  10:65  and 
10:54  a.  m. 

Copies  of  any  of  these  orders  may  be 
obtained  from  the  OPA  Office  in  the  des¬ 
ignated  city. 

Ervin  H.  Poll.ick, 

Secretary. 

[F.  R.  Doc.  45-21687;  Filed,  Dec.  3,  1945; 
11:44  a.  m.] 


List  of  Community  Ckiling  Price  Orders 

The  following  orders  under  Revised 
General  Order  51  were  filed  with  the 
Division  of  the  Federal  Register  Novem¬ 
ber  27.  1945. 

Region  I 

Boston  Order  1,  Amendment  1,  covering  dry 
groceries  in  Massachusetts  except  Dukes  and 
Nantucket  counties.  Filed  2:67  p.  m. 

Boston  Order  2-W.  Amendment  1,  covering 
dry  groceries  in  Massachusetts  except  Dukes 
and  Nantucket  coimtles.  Filed  2:55  p.  m. 

Connecticut  Order  8,  Amendment  1,  cover¬ 
ing  dry  groceries.  Filed  8:00  p.  m. 

Connecticut  Order  l-C,  Amendment  6,  cov¬ 
ering  turkeys  in  the  State  of  Connecticut, 
filed  2:69  p.  m. 

Region  n 

Scranton  Order  4-F,  Amendment  60,  oovei- 
tng  fresh  fruits  and  vegetables  in  certain 
counties  In  Pennsylvania.  Filed  3:11  p.  m. 


Syracuse  Order  3-P,  Amendment  66,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  cities 
of  Syracuse,  Watertown  and  Utica  and  their 
free  delivery  Eones,  New  York.  Filed  3:11 
p.  m. 

Syracuse  Order  4-F,  Amendment  43,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
areas  in  New  York.  Filed  3:10  p.  m. 

Syracuse  Order  3-D.  covering  butter  and 
cheese  in  certain  counties  in  New  York.  Filed 
8:00  p.  m. 

S3rracuse  Order  4-D,  covering  butter  and 
cheese  in  certain  coimtles  in  New  York. 
Filed  3:09  p.  m. 

Williamsport  Order  4-P,  Amendment  10. 
covering  fresh  fruits  and  vegetables  in  cer¬ 
tain  counties  in  Pennsylvania.  Filed  3:08 
p.  m. 

Region  III 

Charleston  Order  7-F,  Amendments  38  and 
39,  covering  fresh  fruits  and  vegetables  in 
Lincoln,  Logan,  Mingo  and  Wayne  counties 
except  the  city  of  Huntington  in  Wayne 
county.  West  Virginia.  Filed  3:08  p,  m, 
Columbus  Order  10-F,  Amendment  19,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the 
counties  of  Franklin,  Logan,  and  Muskingum, 
Ohio.  Filed  3:08  p.  m. 

Columbus  Order  ll-F,  Amendment  19,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  Ohio.  Filed  3:07  p.  m. 

Detroit  Order  6-F,  Amendment  43,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  counties 
of  Wayne  and  Macomb.  Filed  3:07  p.  m. 

Detroit  Order  5-P.  Amendment  44,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
counties  in  Michigan.  Filed  3:07  p.  m. 

Detroit  Orders  12  and  13,  Amendments  8 
and  6,  covering  dry  groceries  in  the  Detroit 
District.  Filed  3:07  and  3:06  p.  m. 

Detroit  Order  14,  Amendment  9,  covering 
dry  groceries  in  the  Detroit  District.  Filed 
3:05  p.  m. 

Detroit  Order  2-W,  Amendment  6,  covering 
dry  groceries  in  the  Detroit  District.  Filed 
8:02  p.  m. 

Grand  Rapids  Order  14-F,  (Appendix  A), 
Amendment  101,  covering  fresh  fruits  and 
vegetables  in  the  city  of  Grand  Rapids,  Mich¬ 
igan.  Filed  3:02  p.  m. 

Grand  Rapids  Order  14-F.  (Appendix  B), 
Amendment  101,  covering  fresh  fruits  and 
vegetables  in  the  cities  of  Battle  Creek, 
Kalamazoo  and  Muskegon,  Michigan.  Filed 
3:02  p.  m. 

Grand  Rapids  Order  14-F,  (Appendix  C), 
Amendment  75.  covering  fresh  fruits  and  veg¬ 
etables  in  certain  counties  in  Michigan  except 
the  cities  of  Battle  Creek,  Grand  Rapids,  Kal¬ 
amazoo  and  Muskegon.  Filed  3:02  p.  m. 

Lexington  Order  5-F,  Amendment  34,  cov¬ 
ering  fresh  fruits  and  vegetables  in  Fayette 
county,  Kentucky.  Filed  3 :01  p.  m. 

Lexington  Order  6-P,  Amendment  34,  cov¬ 
ering  fresh  fruits  and  vegetables  in  Campbell 
'  and  Kenton  aunties,  Kentucky.  Filed  3:01 
p.  m. 

Lexington  Order  7-P,  Amendment  34,  cov¬ 
ering  freeh  fruits  and  vegetables  in  Boyd 
county.  Kentucky.  Piled  8 :00  p.  m. 

Toledo  Order  4-F,  Amendment  16,  covering 
fresh  fruits  and  vegetables  in  certain  coun¬ 
ties  in  Ohio  except  Lake,  Roes,  Ros.sford  and 
Perrysburg  Townships,  Ohio.  Piled  3:08 
p.  m. 

Region  VI. 

Omaha  Order  2,  Amendment  1,  covering 
dry  groceries  In  the  cities  of  Hastings,  Grand 
Island,  Holdrege,  and  Kearney,  Nebraska. 
Filed  2:63  p.  m. 

Omaha  Order  1-W,  Amendment  1.  covering 
dry  groceries  In  the  cities  of  North  Platte  and 
McCook,  Nebraska.  Filed  2:62  p.  m. 

Peoria  Order  7-F,  Amendment  31,  covering 
fresh  fruits  and  vegetables  in  certain  cities  in 
the  counties  of  Peoria  and  Tazewell.  Filed 
2:61  p.  m. 

Peoria  Order  9-F.  Amendment  32,  covering 
fresh  fruits  and  vegetables  in  certain  areas 
In  Illinois.  Filed  2:49  p.  m. 
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Peoria  Order  11-P,  Amendment  6,  covering 
fresh  fruits  and  vegetables  in  Winnebago 
county,  Illinois.  Filed  2:48  p.  m. 

Peoria  Order  13-F,  Amendment  2,  covering 
fresh  fruits  and  vegetables  in  Knoxville, 
Galesburg  and  Monmouth,  Illinois.  Filed 
2:48  p.  m. 

Peoria  Order  14-P,  Amendment  2,  covering 
fresh  fruits  and  vegetables  in  certain  cities 
in  Will  and  Kankakee  counties.  Filed  2:47 
p.  m. 

Peoria  Order  15-F,  Amendment  2,  covering 
fresh  fruits  and  vegetables  in  LaSalle,  Illinois. 
Filed  2:47  p.  m. 

Sioux  Falls  Order  2-F,  Amendment  15,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  city 
of  Sioux  Falls,  South  Dakota.  Filed  2 :47  p.  m. 

Sioux  Falls  Or-der  3-F,  Amendment  11,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
areas  in  South  Dakota.  Filed  2:46  p.  m. 

Sioux  Falls  Order  4-F,  Amendment  11,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  South  Dakota.  Filed  2:46  p.  m. 

Twin  Cities  Order  12,  covering  dry  grocer¬ 
ies  in  the  Twin  Cities  area.  Filed  2:54  p.  m. 

Region  VII 

Denver  Order  82,  Amendment  4,  covering 
dry  groceries  in  the  Denver  area.  Filed  2:44 
p.  m. 

Denver  Order  83,  Amendment  4,  covering 
dry  groceries  in  the  Colorado  Sprlngs-Pueblo- 
Trlnidad  area.  Filed  2:44  p.  m. 

Denver  Order  84,  Amendment  4,  covering 
dry  groceries  in  the  Grand  Junction  area. 
Filed  2:40  p.  m. 

Denver  Order  85,  Amendment  5,  covering 
dry  groceries  in  the  Canon  City-Lamar-Rocky 
Ford-Sallda  area.  Piled  2:40  p.  m. 

Denver  Order  86,  Amendment  4,  covering 
dry  groceries  in  the  Cralg-Leadvllle  area. 
Piled  2:40  p.  m. 

Denver  Order  87,  Amendment  2,  covering 
dry  groceries  in  the  Durango  area.  Piled  2:36 
p.  m. 

Denver  Order  88,  Amendment  4,  covering 
dry  groceries  in  the  Boulder-Port  Collins- 
Fort  Morgan -Greeley  area.  Piled  2:38  p.  m. 

Denver  Order  89,  Amendment  4,  covering 
dry  groceries  in  the  Burlington-Julesburg- 
Limon«Sterllng  area.  Piled  2:38  p.  m. 

Denver  Order  90.  Amendment  4,  covering 
dry  groceries  in  the  Gunnison-Meeker-Sil- 
verton  area.  Piled  2:37  p.  m. 

Denver  Order  91,  Amendment  4,  covering 
dry  groceries  in  the  Delta-Montrose-Glen- 
wood  Springs  area.  Piled  2:36  p.  m. 

Denver  Order  92,  Amendment  4,  covering 
dry  groceries  in  the  Alamosa-Creede-Monte 
Vista  area.  Piled  2:35  p.  m. 

Denver  Order  93,  Amendment  3,  covering 
dry  groceries  sold  by  Group  4  stores  in  the 
Group  4  area  No.  1,  Filed  2:35  p.  m. 

Denver  Order  94,  Amendment  3,  covering 
dry  groceries  sold  by  Group  4  stores  in  the 
Group  4  area  No.  2.  Filed  2:35  p.  m. 

Denver  Order  12-W,  Amendment  7,  cover¬ 
ing  dry  groceries  in  the  Denver  area.  Piled 
2:34  p.  m.  , 

Denver  Order  13-W,  Amendment  7,  covering 
dry  groceries  in  the  Colorado  Springs-Pueblo- 
Trinidad  area.  Piled  2r32  p.  m. 

Denver  Order  14-W,  Amendment  7,  cover¬ 
ing  dry  groceries  in  the  Grand  Junction  area. 
Filed  2:33  p.  m. 

Denver  Order  15-W,  Amendment  5,  cover¬ 
ing  dry  groceries  in  the  Durango  area.  Filed 
2:34  p.  m. 

Region  VIII 

Phoenix  Order  9-P,  Amendment  17,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Phoenix 
area.  Piled  2:41  p.  m. 

Phoenix  Order  lO-P,  Amendment  13,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Tuc¬ 
son  area.  Filed  2:41  p.  m. 

Nevada  Order  11-P,  Amendment  9-A,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Reno 
and  Sparks  area.  Piled  2:55  p.  m. 

Nevada  Order  12-0,  Amendment  4,  cover¬ 
ing  eggs  in  Clark  County,  Nevada.  Filed  2:42 
p.  m. 


Nevada  Order  8-0,  Amendment  4,  covering 
eggs  in  certain  counties  in  Nevada.  Filed 
2:55  p.  m. 

Nevada  Order  9-0,  Amendment  4,  cov¬ 
ering  eggs  in  certain  counties  in  Nevada. 
Filed  2:45  p.  m. 

Nevada  Order  10-0,  Amendment  4,  cover¬ 
ing  eggs  in  Elko,  Eureka.  Lincoln  and  White 
Pine  Counties.  Filed  2:54  p.  m. 

Nevada  Order  11-0,  Amendment  4,  cover¬ 
ing  eggs  in  Elko,  Eureka,  Lincoln  and  White 
Pine  Counties.  Filed  2:53  p.  m. 

Nevada  Order  13-0,  Amendment  4,  cover¬ 
ings  eggs  in  Clark  County,  Nevada.  Filed 
2:42  p.  m.  • 

Copies  of  any  of  these  orders  may  be 
obtained  from  the  OPA  Office  in  the  des¬ 
ignated  city. 

Ervin  H.  Pollack, 
Secretary. 

[F.  R.  Doc.  45-21688;  Piled,  Dec.  3,  1945; 

11:44  a.  m.] 


List  of  Community  Ceiling  Price  Orders 

The  following  orders  under  Revised 
Greneral  Order  51  were  filed  with  the 
Division  of  the  Federal  Register  Novem¬ 
ber  28,  1945. 

Region  I 

Augusta  Order  3-F,  Amendment  24,  cover¬ 
ing  fresh  fruits  and  vegetables.  Piled  1:59 
p.  m. 

Augusta  Order  3-F,  Amendment  26,  cover¬ 
ing  fresh  fruits  and  vegetables.  Filed  1:59 
p.  m, 

Augusta  Order  3-F,  Amendments  27  and  28, 
covering  fresh  fruits  and  vegetables  in  Port¬ 
land,  South  Portland,  and  Westbrook.  Piled 
1:59  and  2:05  p.  m. 

Augusta  Order  5-F,  Amendment  25,  cover¬ 
ing  fresh  fruits  and  vegetables.  Filed  1:56 
p.  m. 

Augusta  Order  5-F,  Amendments  24  and 
26,  covering  fresh  fruits  and  vegetables  in 
Bangor  and  Brewer.  Filed  1 :58  and  2:05  p.  m. 

Augusta  Order  18,  Amendments  2  and  3, 
covering  dry  groceries.  Piled  2:05  and  2:04 
p.  m, 

Augusta  Order  2-C,  Amendment  1,  covering 
poultry.  Filed  2:04  p.  m. 

Maine  Order  2-C,  Amendment  3,  covering 
poultry  in  Androscoggin,  Cumberland.  Saga¬ 
dahoc  and  York.  Filed  1:59  p.  m.  All  coastal 
islands  are  excluded  Zone  15. 

Maine  Order  3-C,  Amendment  3,  covering 
poultry  in  certain  counties  In  Maine.  All 
coastal  islands  are  excluded  Zone  16.  Filed 
1:56  p.  m. 

Maine  Order  5-C,  Amendment  1,  covering 
Androscoggin,  Cumberland,  Sagadahoc  and 
York  counties.  All  coastal  islands  are  ex¬ 
cluded  Zone  15.  Filed  1:55  p.  m. 

Maine  Order  2-0,  Amendment  3,  covering 
eggs  in  certain  areas  in  Maine.  All  coastal 
islands  are  excluded  Zone  16.  Filed  1 :55  p.  m. 

Providence  Order  3-P,  Amendment  28,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  Provi¬ 
dence,  Rhode  Island  Metropolitan  area.  Filed 
1:54  p.  m. 

Maine  Order  5-0,  Amendment  2,  covering 
eggs  in  certain  areas  in  Maine.  Zone  15. 
Piled  1:55  p.  m. 

Rhode  Island  Order  1-C,  Amendment  2,. 
covering  poultry  in  Cities  and  Towns  In  the 
State  of  Rhode  Island  except  the  Town  of 
New  Shoreham.  Filed  1:54  p.  m. 

Region 

District  of  Columbia  Order  14,  Amendment 
4.  covering  dry  groceries  in  the  Washington, 
D.  C.  Area.  Filed  1:53  p.  m. 

District  of  Columbia  Order  6-W,  Amend¬ 
ment  3,  covering  dry  groceries  in  the  Wash¬ 
ington,  D.  C.  Area.  Filed  1:53  p.  m. 


Trenton  Order  12-F,  Amendment  35,  cov¬ 
ering  fresh  fruits  and  vegetables  in  certain 
counties  in  New  Jersey  except  the  Borough  of 
North  Plainfield,  New  Jersey.  Filed  3 :09  p.  m. 

Wilmington  ^der  4-P,  Amendment  62, 
covering  fresh  fruits  and  vegetables  in  the 
entire  State  of  Delaware.  Filed  1:53  p.  m. 

Region  IV 

Atlanta  Order  11-P  and  14-F,  Amendments 
2  and  5,  covering  fresh  fruits  and  vegetables 
in  certain  counties  in  the  Atlanta  District 
Area.  Piled  1:52  and  1:51  p.  m. 

Charlotte  Order  4-P,  Amendment  6,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
counties  in  North  Carolina,  Filed  1:51  p.  m. 

Charlotte  Order  20  and  21,  Amendment  3, 
covering  dry  groceries  in  the  counties  under 
the  Jurisdiction  of  the  Charlotte  District  Of¬ 
fice.  Filed  1 : 15  and  1:50  p.  m.  , 

Charlotte  Order  6-W,  Amendment  3,  cover¬ 
ing  dry  groceries  In  the  counties  under  the 
Jurisdiction  of  the  Charlotte  District  Office. 
Filed  1:50  p.  m. 

Jackson  Order  7-P,  Amendment  8,  covering 
fresh  fruits  and  vegetables  in  certain  counties 
in  Mississippi.  Filed  2:04  p.  m. 

Memphis  Order  8-P,  Amendments  2,  3.  4. 
5,  6,  covering  fresh  fruits  and  vegetables  in  the 
city  of  Memphis  and  the  county  of  Shelby,  in 
Tennessee.  Piled  1:50,  1:49  and  1:48  p.  m. 

Memphis  Order  9-P,  Amendment  1,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  Mem¬ 
phis  District  area  except  Shelby  county. 
Filed  1:48  p.  m. 

Miami  Order  5-F,  Amendments  7  and  8, 
covering  fresh  fruits  and  vegetables  in  cer¬ 
tain  cities  and  to\ms  in  Florida.  Filed  1:48 
p.  m. 

.  Miami  Order  6-P,  Amendments  5  and  6, 
covering  fresh  fruits  and  vegetables  In  the 
Tampa,  Florida,  area.  Filed  1:47  p.  m. 

Miami  Order  6,  Amendment  1,  covering  dry 
groceries  in  certain  specified  areas  in  the  State 
of  Florida.  Piled  1 :46  p.  m. 

Miami  Order  9-C,  covering  poultry  in 
Broward,  Collier,  Dade  and  Monroe  counties. 
Filed  1:45  p.  m. 

Miami  Order  10-C,  covering  poultry  in  Her¬ 
nando  county.  Filed  1:45  p.  m. 

Miami  Order  11-C,  covering  poultry  in  cer¬ 
tain  counties  In'Plorlda.  Filed  1 :44  p.  m. 

Miami  Order  12-C,  covering  poultry  in 
Broward,  Collier,  Dade  and  Monroe  counties. 
Filed  1:44  p.  m. 

Miami  oi^er  9-0,  covering  eggs  in  certain 
counties  in  Florida.  Piled  1:44  p.  m. 

Miami  Order  10-0,  covering  eggs  in  Brow¬ 
ard,  Collier,  and  Dade  counties  in  Florida. 
Filed  1:44  p.  m. 

Miami  Order  11-0,  covering  eggs  in  the 
county  of  Monroe  in  Florida.  Filed  1 :43  p.  m. 

Kansas  City  Order  4-P,  Amendment  18,  cov¬ 
ering  fresh  fruits  and  vegetables  in  Johnson 
and  Wyandotte  counties,  Kansas;  Jackson 
county,  Missouri  and  the  city  of  North  Kan¬ 
sas  City,  Missouri.  Filed  1:40  p.  m. 

Dallas  Order  4-F,  Amendment  18,  covering 
fresh  fruits  and  vegetables  in  Dallas  covmty, 
Texas.  Filed  1:43  p.  m. 

Houston  Order  4-F,  Amendment  19,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
cities  and  towns  of  Texas.  Piled  1:41  p.  m. 

Houston  Order  6-P,  Amendment  19,  cover¬ 
ing  fresh  fruits  and  vegetables  in  Jefferson 
and  Orange  counties,  Texas.  Filed  1:41  p.  m. 

Dallas  Order  6-P,  Amendment -7,  covering 
fresh  fruits  and  vegetables  in  McLennan 
county,  Texas.  Filed  1:43  p.  m. 

Port  Worth  Order  13-F,  Amendment  19, 
covering  fresh  fruits  and  vegetables  in  Tar¬ 
rant  county,  Texas.  Filed  1:42  p.  m. 

Fort  W'  -th  Order  19-F,  Amendment  7,  cov¬ 
ering  fresh  fruits  and  vegetables  in  Taylor, 
Tom  Green  and  Wichita  counties,  Texas. 
Filed  1:42  p.  m. 

Fort  Worth  Order  21-F,  Amendment  3,  cov¬ 
ering  fresh  fruits  and  vegetables  in  Lubbock 
and  Potter  counties.  Texas.  Filed  1:42  p.  m. 

Houston  Order  2-0,  Amendment  2,  cover¬ 
ing  eggs  in  Harris  county.  Texas.  Filed  1:41 
p.  m. 
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Houston  Order  3-0.  Amendment  2,  cover¬ 
ing  eggs  In  Orange  and  Jefferson  coimtles, 
Texas.  Filed  1:41  p.  m. 

Hoiiston  Order  3-0,  Amendment  8.  cover¬ 
ing  eggs  In  Orange  and  Jefferson  counties, 
Texas.  Filed  1 :40  p.  m. 

Rxoion  VI 

Chicago  Order  2-F,  Amendment  89,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Cook,  Du- 
Page,  Kane,  Lake  McHenry  coimtles,  Illinois 
and  Lake  county,  Indiana.  Filed  2:04  p.  m. 

Chicago  Order  1-0,  Amendment  6,  covering 
eggs  In  the  Chicago  metrc^olltan  area.  Filed 
8:02  p.  m. 

Chicago  Order  2-0,  Amendment  6,  covering 
eggs  In  the  Chicago  Metropolitan  area.  Filed 
8:02  p.  m. 

Green  Bay  Order  7-F,  Amendment  9,  cover¬ 
ing  fresh  fruits  and  vegetables  In  certain 
oountles  In  Wisconsin  except  the  town  of 
Washington.  Filed  2:02  p.  m. 

Green  Bay  Order  8-F,  Amendment  0,  cover¬ 
ing  fresh  fruits  and  v^etables  in  certain 
ooimties  and  cities  in  Wisconsin.  Filed  2:02 
p.  m. 

Green  Bay  Ordo*  9-F,  Amendment  0,  cover¬ 
ing  fresh  fruits  and  vegetables  In  the  coun¬ 
ties  of  Florence,  Forest  and  Marinette.  Filed 
2:01  p.  m. 

Green  Bay  Order  10-F,  Amendment  9.  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  cities 
of  Eau  Claire  and  Chippewa  Falls.  Filed  2:01 
p.  m. 

Green  Bay  Order  10-F,  Amendment  10, 
covering  fresh  fruits  and  vegetables  in  the 
cities  of  Eau  Claire  and  Chippewa  Falls.  Filed 
8:01  p.  m. 

Sioux  Falls  Order  2-F,  Amendment  16,  cov¬ 
ering  fresh  fruits  and  vegetables  in  the  city 
of  Slotu  Falls,  South  Dakota.  Filed  2 :00  p.  m. 

Copies  of  any  of  these  orders  may  be 
obtained  from  the  OP  A  OfiBce  in  the 
designated  city. 

Ervin  H.  Pollack, 

Secretary. 

|F.  R.  Doc.  45-21689:  Filed.  Dec.  8,  1946; 
11:44  a.  m.] 


List  of  Community  Ceiling  Price  Orders 

The  following  orders  under  Revised 
General  Order  51  were  filed  with  the 
Division  of  the  Federal  Register  Novem¬ 
ber  29.  19145. 

Region  I 

Concord  Order  9-P,  Amendment  30,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Manchester, 
Nashua,  Concord,  Rochester,  Somersworth, 
Dover  and  Portsmouth.  Filed  2:39  p.  m. 

Hartford  Order  5-F,  Amendment  29,  cover¬ 
ing  fresh  fruits  and  vegetables  In  Wal^rbury, 
and  Watertown.  Filed  2:41  p.  m. 

Hartford  Order  6-F,  Amendment  29,  cover¬ 
ing  fresh  fruits  and  vegetables  In  the  Hart¬ 
ford  area.  Filed  2:41  p.  m. 

Hartford  Order  7-F,  Amendment  29,  cover¬ 
ing  fresh  fruits  and  vegetables  in  the  New 
Haven  area.  Filed  2:40  p.  m. 

Hartford  Order  8-F,  Amendment  29,  cover¬ 
ing  fresh  fruits  and  vegetables  In  the  Bridge¬ 
port  area.  Filed  2:39  p.  m. 

Region  n 

Albany  Order  10-F,  Amendment  23,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain  cities 
In  New  York  and  the  Town  of  Green  Island, 
New  York.  Filtd  2:3C  p.  m. 

Albany  Order  10-F,  Amendment  24,  cover¬ 
ing  fresh  fruits  and  vegetables  in  certain 
cities  In  New  York  and  the  Town  of  Green 
Island,  New  York.  Filed  2:38  p.  m.  ' 

Buffalo  Order  3-F,  Amendment  37,  cover¬ 
ing  fresh  fruits  and  vegetables  In  the  cities 
of  Buffalo  and  Lackawanna.  Village  of  Ken- 
more  and  Towns  of  Amherst,  Cheektowaca, 


Tonowanda  and  West  Seneca,  N.  Y.  Filed 
8:38  p.  m. 

Buffalo  Order  4-F,  Amendment  87.  covering 
fresh  fruits  and  vegetables  in  Rochester,  East 
Rochester,  Falrport  and  Plttsford,  N.  Y. 
FUed  2:87  p.  m. 

Buffalo  Order  5-F,  Amendment  4.  covering 
fresh  fruits  and  vegetables  in  the  counties  of 
Allegany,  Cattaraugus,  Chautauqua,  N.  Y. 
Filed  2:37  p.  m. 

Region  vm 

Ban  R-ancisco  Adopting  Order  21,  Amend¬ 
ment  4,  covering  dry  groceries.  Filed  2:42 
p.  m. 

San  Francisco  Order  1-D,  Amendment  4. 
covering  butter.  Filed  2:42  p.  m. 

San  Francisco  Order  16-F,  Amendment  29, 
covering  fresh  fruits  and  vegetables  In  Del 
Norte  and  Humboldt  except  the  city  of 
Eureka.  Filed  2:37  p.  m. 

San  Francisco  Order  17-F,  Amendments  1, 
4.  and  5,  covering  fresh  fruits  and  vegetables 
in  the  city  of  Fresno.  Filed  2:86,  2:35  and 
2:34  p.  m. 

San  Francisco  Order  18-F.  Amendments  1, 
8, 4,  and  6,  covering  fresh  fruits  and  vegetables 
in  the  city  of  Modesto.  Filed  2:34  and  2:32 
p.  m. 

San  Francisco  Order  19-F.  Amendments  1, 
8.  4,  and  5,  covering  fresh  fruits  and  vegeta¬ 
bles  in  certain  counties  in  California.  Filed 
2:32  and  2:31  p.  m. 

San  Francisco  Order  20-F,  Amendments  1, 
8,  4,  and  5,  covering  fresh  fruits  and  vegeta¬ 
bles  in  certain  areas  in  California.  Filed  2:30, 
8:29  and  2:25  p.  m. 

San  Francisco  Order  21-F,  Amendments  1, 

3,  4,  and  6,  covering  fresh  fruits  and  vegeta¬ 
bles  in  the  City  of  Merced.  Filed  2:25,  2:44 
and  2:43  p.  m. 

San  Francisco  Order  22-F,  Amendments  1, 

4,  6,  and  6,  covering  fresh  fruits  and  vegeta¬ 
bles  In  certain  cities  In  California.  Filed  2:43 
and  2:42  p.  m. 

Copies  of  any  of  these  orders  may  be 
obtained  from  the  OPA  OflBce  in  the 
designated  city. 

Ervin  H.  Pollack, 

Secretary. 

(F.  R.  Doc,  46-21690;  FUed,  Dec.  8,  1945; 
11:44  a.  m.] 


[Region  n  Basic  Order  G-1  Under  Gen. 

Order  68] 

Building  Materals  in  New  York  Region 

Basic  order  for  area  pricing  of  build¬ 
ing  materials  covered  by  the  General 
Maximum  Price  Regulation,  3rd  Revised 
Maximum  Price  Regulation  13,  Maxi¬ 
mum  Price  Regulation  44  (except  as  to 
sales  covered  by  Maximum  Price  Regu¬ 
lation  525)  and  Maximum  Price  Regula¬ 
tion  293  (except  as  to  sales  covered  by 
Maximum  Price  Regulation  525)  and 
Maximum  Price  Regulation  381  on  sales 
.by  all  persons  except  manufacturers. 

For  the  reasons  set  forth  in  an  opin¬ 
ion  issued  simultaneously  herewith  and 
imder  the  authority  vested  in  the  Re¬ 
gional  Administrator  of  Region  n  by 
the  Emergency  Price  Control  Act  of 
1942,  as  amended,  and  by  General  Order 
68,  it  is  hereby  ordered: 

(o)  What  this  order  does.  This  basic 
order  puts  into  one  document  the  pro¬ 
visions  which  will  be  common  to  all 
future  orders  establishing  flat  (doUars- 
and-cents)  maximum  prices  for  sales  by 
all  persons  except  manufacturers  of 
commodities  under  the  Jurisdiction  of 
the  Building  Materials  and  Construction 
Price  Branch  of  the  Office  of  Price  Ad¬ 
ministration  which  are  covered  by  the 
General  Maximum  Price  Regulation,  3rd 


Revised  Maximum  Price  Regulation  13, 
Maximum  Price  Regulation  44  (except 
as  to  sales  covered  by  Maximum  Price 
Regulation  525)  and  Maximum  Price 
Regulation  293  (except  as  to  sales 
covered  by  Maximum  Price  Regulation 
625)  and  Maximum  Price  Regulation 
381,  to  be  issued  by  the  New  York 
Regional  Office,  •  Region  n,  pursuant 
to  the  authority  contained  in  General 
Order  68.  The  orders  to  be  Issued  under 
this  Basic  Order  are  referred  to  herein  as 
adopting  orders  and  when  issued  will 
expressly  adopt  the  provisions  of  this 
basic  order.  The  provisions  of  the  regu¬ 
lations  above  named  remain  unaffected 
by  this  basic  order  unless  and  until 
adopting  orders  are  issued  under  this 
order.  When  such  adopting  orders  are 
issued  the  maximum  prices  flxed  by  such 
adopting  orders  will  supersede  any  max¬ 
imum  prices  or  pricing  methods  pre¬ 
viously  flxed  by  the  applicable  regulation 
above  named  as  to  the  commodities  cov¬ 
ered  by  such  adopting  order  on  sales  in 
the  area  covered  by  such  adopting  order. 
Except  to  the  extent  that  they  are  incon¬ 
sistent  with  the  provisions  of  this  order, 
all  other  provisions  of  the  regulation  ap¬ 
plicable  to  the  commodity  or  commod¬ 
ities  covered  by  adopting  orders  shall 
apply  to  sales  covered  by  such  adopting 
orders. 

(b)  Transactions  covered  by  this  or- 
der.  This  order  covers  all  sales  by  all 
persons  except  manufacturers  of  com¬ 
modities  under  the  jurisdiction  of  the 
Building  Materials  and  Construction 
Price  Branch  of  the  Office  of  Price  Ad¬ 
ministration  which  are  covered  by  the 
regulations  above  named. 

(c)  Relationship  of  this  order  and  all 
adopting  orders  under  this  basic  order 
to  the  General  Maximum  Price  Regula¬ 
tion.  3d  Revised  Maximum  Price  Reg¬ 
ulation  13.  Maximum  Price  Regulation 
44.  Maximum  Price  Regulation  293  and 
Maximum  Price  Regulation  381.  Adopt¬ 
ing  orders  issued  under  this  basic  order 
flxing  maximum  prices  for  sales  of  com¬ 
modities  named  therein  in  areas  de¬ 
scribed  therein  shall  supersede  any 
maximum  prices  or  pricing  methods 
previously  fixed  by  any  other  regulation 
or  order  except  as  modified  by  this 
order  and  by  adopting  orders  hereafter 
Issued.  All  other  provisions  of  the  ap¬ 
plicable  regulation  shall  continue  to  ap¬ 
ply  to  sales  covered  by  this  order  and 
by  such  adopting  orders. 

(d)  Posting  of  maximum  prices. 
Every  seller  making  sales  covered  by 
any  adopting  ordef  under  this  basic  or¬ 
der  shall  post  a  copy  of  the  list  of 
maximum  prices  fixed  by  such  adopting 
order  in  each  of  his  places  of  business 
in  the  area  covered  by  such  adopting 
order  in  a  manner  plainly  visible  to  all 
purchasers.  Every  seller  making  sales 
covered  by  any  adopting  order  issued 
under  this  basic  order  shall,  if  requested 
by  the  purchsiser,  make  available  to  the 
purchaser  for  inspection  a  copy  of  this 
order  and  a  copy  of  the  applicable 
adopting  order. 

(e)  Sales  slips  and  records.  Every 
seller  covered  by  any  adopting  order  is¬ 
sued  under  this  basic  order  who  has  cus¬ 
tomarily  given  his  customers  a  sales  slip 
or  other  evidence  of  purchase  must  con¬ 
tinue  to  do  so.  Upon  request  from  a  cus- 
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tomer,  such  seller,  regardless  of  previous 
custom,  must  give  the  purchaser  a  receipt 
showing  the  date,  name  and  address  of 
the  seller,  a  description  of  each  item  sold 
and  the  price  received  for  each  item.  If 
such  seller  customarily  prepared  the 
sales  slip  in  more  than  one  copy,  he  must 
keep  for  at  least  six  months  after  de¬ 
livery,  a  duplicate  copy  of  each  sales  slip 
delivered  by  him  pursuant  to  this  section. 
Each  such  seller  shall  also  keep  at  his 
place  of  business  all  records  required  by 
the  applicable  regulation  and  make  the 
same  available  for  inspection  by  repre¬ 
sentatives  of  the  Oflace  of  Price  Adminis¬ 
tration  sp  long  as  the  Emergency  Price 
Control  Act  of  1942,  as  amended,  re¬ 
mains  in  effect. 

(f)  Amendment.  This  order  may  be 
revised,  amended,  revoked  or  modified  at 
any  time  by  the  Office  of  Price  Adminis¬ 
tration. 

This  order  shall  become  effective  im¬ 
mediately. 

Issued  this  23d  day  of  November  1945. 

Leo  P.  Centner, 
Regional  Administrator. 

IF.  R.  Doc.  45-21697;  Piled,  Dec.  3,  1945; 

2:36  p.m.]  v 


[Peoria  Order  G-1  Under  Gen.  Order  68] 

Hard  Building  Materials  in  Peoria,  III., 
Area 

For  the  reasons  set  forth  in  an  opin¬ 
ion  issued  simultaneously  herewith,  and 
pursuant  to  the  provisions  of  General 
Order  68,  it  is  ordered : 

Section  1.  What  this  order  covers. 
This  order  establishes  dollar-and-cents 
ceiling  prices  for  all  retail  sales  made  by 
any  seller,  except  a  manufacturer,  of 
commodities  specified  in  Appendix  A  be¬ 
low  delivered  to  the  purchaser  in  the 
Peoria,  Illinois,  area.  The  Peoria,  Illi¬ 
nois,  area  for  the  purppses  of  this  order 
consists  of  the  area  within  the  city  limits 
of  the  City  of  Peoria,  Illinois,  and  also 
the  area  in  Peoria  County,  Illinois,  lying 
outside  such  city  limits  and  within  a 
radius  of  ten  (10)  miles  from  the  County 
Court  House  located  in  Peoria,  Illinois, 
and  also  the  area  lying  within  the  City 
limits  of  the  City  of  East  Peoria,  Illi¬ 
nois,  and  also  the  area  lying  within  the 
village  limits  of  the  Village  of  Creve 
Coeur,  Illinois. 

Sec.  2.  Definition  of  retail  sales.  For 
the  purposes  of  this  order,  a  retail  sale 
means  a  sale  to  an  ultimate  user,  or  to 
any  person  for  resale  on  an  installed 
basis. 

Sec.  3.  Relation  to  other  regulations. 
The  maximum  prices  fixed  by  this  order 
supersede  any  maximum  price  or  pricing 
method  previously  fixed  by  any  other 
regulation  or  order  covering  the  com¬ 
modities  specified  in  Section  3.  Except 
to  the  extent  that  they  are  inconsistent 
with  the  provisions  of  this  order,  all 
other  provisions  of  the  General  Maxi¬ 
mum  Price  Regulation.  3d  RMPR  13, 
MPR  44,  (except  as  to  sales  covered  by 
MPR  525) ,  MPR  293,  (except  as  to  sales 
covered  by  MPR  525) .  and  MPR  281,  shall 
continue  to  apply  to  sales  covered  by 
this  order. 


Sec.  4.  Discounts,  allowance  and  de* 
livery  practices.  (1)  The  seller  shall 
continue  to  grant  his  customary  cash 
discounts  with  respect  to  all  sales  of 
commodities  specified  in  Appendix  A  to 
all  classes  of  purchasers,  in  effect  dur¬ 
ing  the  base  peniod  used  in  determining 
his  maximum  prices. 

(2)  The  maximum  prices  fixed  by  this 
order  are  maximum  delivered  prices  and 
no  amount  may  be  added  for  deliveries 
in  the  area  covered  by  this  order. 

Sec.  5.  Posting  of  maximum  prices. 
Every  seller  making  sales  covered  by  this 
order  shall  post  a  copy  of  the  list  of  maxi¬ 
mum  prices  fixed  by  this  order  in  each 
of  his  places  of  business  in  the  area  cov¬ 
ered  by  this  order  in  a  manner  plainly 
visible  to  all  purchasers.  An  additional 
copy  of  Appendix  A  is  attached  to  this 
order  and  the  posting  required  hereby 
shall  be  accomplished  by  removing  the 
second  copy  of  Appendix  A  attached  to 
this  order  and  posting  it  in  a  conspicu¬ 
ous  place  where  it  is  plainly  visible  to  all 
purchasers. 

Sec.  6.  Sales  slips  and  records.  Every 
seller  covered  by  this  order  who  has  cus¬ 
tomarily  given  his  customers  a  sales  sfip 
or  other  evidence  of  purchase  must  con¬ 
tinue  to  do  so.  Upon  request  from  a  cus¬ 
tomer,  such  seller,  regardless  of  previous 
custom,  shall  give  the  purchaser  a  re¬ 
ceipt  showing  the  date,  name  and  ad¬ 
dress  of  the  seller,  the  description,  quan¬ 
tity,  and  price  of  each  item  sold.  The 
description  shall  be  in  sufficient  detail 
in  order  to  determine  whether  the  price 
charged  has  been  properly  computed  un¬ 
der  this  order.  If  he  customarily  pre¬ 
pared  his  sales  slips  in  more  than  one 
copy,  he  must  keep  for  at  least  six  months 
after  delivery  a  duplicate  copy  of  each 
sale  slip  delivered  by  him  pursuant  to 
this  section.  Each  such  seller  shall  also 
keep  such  records  of  each  sale  as  he 
customarily  kept. 

Sec.  7.  On  and  after  the  effective  date 
of  this  order,  any  person  covered  by  this 
order,  who  sells  or  offers  to  sell  at  a  price 
higher  than  the  ceiling  price  permitted 
by  this  order,  or  otherwise  violates  any 
of  the  provisions  of  this  order,  shall  be 
subject  to  the  criminal  penalties,  civil 
enforcement  actions,  license  suspension 
proceedings  and  suits  for  treble  damages 
as  provided  for  by  the  Emergency  Price 
Control  Act  of  1942,  as  amended.  No 
person  subject  to  this  order  may  evade 
any  of  the  provisions  of  the  order  by  any 
stratagem,  scheme,  or  device.  No  person 
subject  to  this  order  may.  as  a  condition 
of  selling  any  particular  hard  building 
material  item,  require  a  customer  to  buy 
anything  else.  Any  such  evasion  is  pun¬ 
ishable  as  a  violation  of  this  order. 

This  order  may  be  modified,  amended, 
or  revoked  at  any  time. 

Appendix.  The  Appendix,  containing 
the  dollars-and-cents  ceiling  prices  es¬ 
tablished  by  this  order  is  attached  hereto, 
marked  “Exhibit  A"  and  made  a  part 
hereof. 

This  order  shall  become  effective  De¬ 
cember  1, 1945. 

Issued  this  26th  day  of  November  1945. 

Ben  J.  Becker, 
Acting  District  Director, 


Appendix  A — Ceujno  Prices  for  Retail  Sales 
or  Haro  BtTiLDiNa  Materuls  ErrxcnvB 
Date:  November  30,  1945 

AREA  covered 

The  area  within  the  city  limits  of  the  City 
of  Peoria,  Illinois,  and  also  the  area  In  Peoria 
County.  Illinois,  lying  outside  such  city  lim¬ 
its  and  within  a  radius  of  ten  (10)  miles 
from  the  County  Court  House  located  in 
Peoria,  Illinois,  and  also  the  area  lying  within 
the  City  limits  of  the  City  of  East  Peoria, 
Illinois,  and  also  the  area  lying  within  the 
village  limits  of  the  Village  of  Creve  Coeur, 
Illinois. 

dollars-and-cents  ceilino  prices 


Appendix  A 


Commodity 

Unit 

Recom¬ 

mended 

maxi¬ 

mum 

price 

Plaster,  hard  wall .  . 

Per  ton _ 

$23.00 

2.00 

Plaster,  caueins: _  _  - 

Plaster)  moulding _ _ _ 

2.00 

Plaster)  bonding _ _ _ 

1.20 

Cement,  Keene’s..™. _ _ 

2.80 

Lime,  finishing _ _ _ 

.60 

Gypsum  lath — H" . 

.028 

Metal  lath  2.^  (painted 

Sq.  yd - 

.285 

diamond  mesh). 

Metal  lath  2.8  lb.  (painted 

. do . 

.305 

diamond  mesh). 

Metal  lath  3.4  lb.  (high 

. do . 

.398 

rib  painted). 

Metal  lath,  comer  bead 

Lin.  ft . 

.08 

(expanded  type). 

Portland  cement  std.  (pa- 

94-lb.  bags _ 

.80 

per  bags). 

Portland  cement,  std. 

. do . 

.90 

(cloth  bags). 

Masonry  mortar  (paper 

70-lb.  bag . 

.75 

sacks). 

Mason’s  hvdm.ted  lime _ 

80-lb.  hag . 

.5.8 

Waterproof  cement  (gray).. 

94-lb.  bag _ 

1.30 

Gypsum  block  partitions 

Sq.  ft . 

115 

3"  hollow. 

0\’psum  block  partitions 

. do . . 

.125 

V'  hollow. 

Lin.  ft  -  _ 

.06 

Clav  drain  tile  6" _ _ 

.1168 

Vitiified  clay  sewer  pipe 

. do . 

.1925 

No.  1-SS  4". 

Vitrified  clay  sewer  pipe 

. do . 

.2673 

No.  1-SS  6" 

Flue  lining  8  x  8 _ _ _ 

_ do _ 

.374 

Flue  lining  8  x  12 . 

.58t 

Flue  lining  12  x  12 . 

.79i 

Gypsum  wallboard  9s".-.. 

Sq.ft . 

.04!: 

Asphalt  roofing—  90  lb. 

Per  square . 

3.04 

mineral  surface. 

Asphalt  or  tarred  felt— 15 
lb.  432  sq.  ft. 

Asphalt  or  tarred  felt— 30 
lb.  216  sq.  ft. 

Asphalt  shingles  163  lb. 

Per  roll.. . 

>3.04 

. do . 

3.04 

Per  square . 

6.72 

2  tab— hexagon. 

Fibre  infulation  board  H" 

Sq.  ft . 

.053 

std.  lath  and  board  (celo- 
tex,  etc.). 

Fibre  insulation  board 

. do . 

.07 

asphalt  sheathing. 
Hard  density  synthetic 

. do . 

.10 

fibre  board  W  tem¬ 
pered  std.  size;  (pressed 
wood). 

Thermal  iasulation— blank- 

. do . 

.05 

ets  (paiier  backed)  medi¬ 
um  (gl8.ss,  wool,  etc.). 
Thermal  insulation— blank- 

. do . 

.04 

ets  (paper  backed)  single. 
Thermal  insulation— blank- 

. do . 

.06 

ets  (paper  backed)  thick. 
Thermal  insulation— halts 

. do . . 

.05 

(paper  backed)  2"  thick. 
Thermal  insulation — batts 

. do . 

.065 

(paper  backed)  full- 
thick. 

Thermal  insulation — Loose 
in  bags  (plain). 

.a.'wlh  hag .  .  _ 

1.25 

. do . 

1.50 

in  bags  (nodulafed). 

Fire  brick— 9"  Std.  first 

Less  than  180 

102.80 

first  quality— Missouri. 

Fire  brick- 9"  Std.  second 

hrick. 

Per  1,000  brick 
Less  than  ISO 

82.80 

102.80 

quality— M  issourl. 

brick. 

1,000  brick.... 
Lin.  ft . 

77.60 

.84 

Y. 

Vitrified  tile— 6in.  T.  L. 

. do... . 

•  1.22 

Y. 


>  Because  of  in-line  price  of  80  lb.  roll  of  same  material. 
[F.  R.  Doc.  45-21698;  Filed,  Dec.  8,  1945; 
2:36  p.  m.] 
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fRegion  1  Order  0-7  Under  RMPR  251] 

Installed  Mineral  Wool  Insttlatiom  in 
Boston  Area 

An  opinion  accompanying  this  order. 
Issued  simultaneously  herewith,  has 
been  filed  with  the  Division  of  the  Fed¬ 
eral  Register. 

Under  the  Authority  vested  in  the  Re¬ 
gional  Administrator  of  Region  I  by  sec¬ 
tion  9  of  Revised  Maximum  Price  Regu¬ 
lation  No.  251,  and  by  the  Emergency 
Price  Control  Act  of  1942,  as  amended, 
and  Executive  Orders  Nos.  9250. 9328,  and 
9599,  Order  No.  G-1  is  hereby  issued. 

Section  1.  Transactions  covered  "by  this 
order.  This  order  covers  sales  of  min¬ 
eral  wool  insulation  on  an  installed  basis 
in  existing  structures  located  in  the  area 
set  forth  in  section  3  of  this  order.  Cer¬ 
tain  items  of  incidental  construction 
work  are  also  given  specific  prices  by 
this  order  when  performed  by  sellers  of 
mineral  wool  insulation  on  an  installed 
basis.  All  other  incidental  construction 
work  remains  covered  by  Revised  Maxi¬ 
mum  Price  Regulation  251. 

“Mineral  wool”  means  rock  wool,  slag 
wool,  glass  wool  or  any  other  material 
used  to  retain  or  exclude  heat,  whether 
loose  or  in  batt  or  blanket  form. 

“Existing  structures”  means  com¬ 
pleted  structures,  whether  occupied  or 
unoccupied,  and  includes  ordinary 
changes,  improvements,  remodeling,  and 
additions  to  such  structures. 

“On  an  installed  basis”  means  a  trans¬ 
action  in  which  the  seller  furnishes  min¬ 
eral  wool  insulation,  together  with  the 
labor,  services  and  material  required  to 
Incorporate  such  Insulation  into  an  ex¬ 
isting  structure.  Installation  may  be 
performed  by  the  pneumatic  or  blowing 
method,  by  the  hand-packing  method, 
or  by  the  use  of  batts  and  blankets. 

“Incidental  construction  work”  means 
work  performed  or  services  rendered 
with  respect  to  a  building  or  structure 
apart  from  the  installation  of  mineral 
wool  insulation. 

Sec.  2.  Relationship  of  this  Order  No. 
G-1  to  Revised  MPR  251.  (a)  The  pro¬ 

visions  of  this  order  supersede  sections 
6,  7,  8,  16,  and  17  of  Revised  Maximum 
Price  Regulation  251,  except  as  other¬ 
wise  provided  in  this  order,  with  respect 
to  sales  of  mineral  wool  insulation  on  an 
installed  basis  and  certain  items  of  in¬ 
cidental  construction  work.  Except  as 
otherwise  provided  herein,  all  transac¬ 
tions  subject  to  this  order  shall  remain 
subject  to  all  provisions  of  Revised  Max¬ 
imum  Price  Regulation  251,  together 
with  all  amendments  that  have  been  or 
hereafter  may  be  issued. 

(b)  On  and  after  the  effective  date  of 
this  order,  regardless  of  any  contract 
or  other  obligation,  no  person  shall  sell, 
offer  to  sell,  or  deliver  in  the  area  cov¬ 
ered  by  this  order  mineral  wool  insula¬ 
tion  on  an  installed  basis  or  incidental 
construction  work  listed  in  Table  I  at 
prices  higher  than  the  maximum  prices 
established  by  this  order.  Provided, 
however.  If  the  seller  has  complied  with 
section  9,  his  recomputed  price  shall  be 
his  maximum  price  and  any  offer,  sale, 
or  delivery  in  excess  thereof  shall,  for 
the  purposes  of  this  order,  be  of  no  effect. 


(c)  An  employer  paying  or  about  to 
pay  labor  rates  higher  than  those  in  ef¬ 
fect  for  him  on  the  effective  date  of  this 
order  by  reason  of  the  pre-determina¬ 
tion  of  wage  rates  by  the  Secretary  of 
Labor  under  the  Davis-Bacon  Act  or  any 
order  or  authorization  of  the  Wage  Ad¬ 
justment  Board,  National  War  Labor 
Board,  or  Economic  Stabilization  Direc¬ 
tor  may  file  a  petition  for  the  amend¬ 
ment  of  this  order  to  reflect  such  in¬ 
creased  labor  rates.  Such  a  petition  for 
amendment  shall  conform  in  all  re¬ 
spects  with  the  provisions  of  Revised 
Procedural  Regulation  No.  1,  except  that 
it  shall  be  filed  with  the  Boston  Regional 
Office  of  the  Office  of  Price  Administra¬ 
tion. 

Sec.  3.  Geographical  applicabil~ 
ity.  This  order  shall  apply  to  installa¬ 
tions  in  structures  located  in  the  follow¬ 
ing  Masssujhusetts  cities  and  towns 
referred  to  in  this  order  as  “Metropoli¬ 
tan  Boston  Area”: 

Abington,  Acton,  Andover,  Arlington,  Ash¬ 
land,  Avon.  Bedford,  Belmont,  Beverly,  Bil¬ 
lerica,  Boston,  Boxford,  Braintree,  Brockton, 
Brookline,  Burlington.  Cambridge,  Canton, 
Carlisle,  Chelsea,  Cohasset,  Concord,  Dan¬ 
vers,  D^ham,  Dover,  Easton,  Everett,  Fox- 
borough,  Framingham,  Hanover,  Hlngham, 
Holbrook,  Holliston,  Hull,  Lexington,  Lin¬ 
coln,  Limn,  Lynnfield,  Malden,  Marblehead, 
Medfleld,  Medford,  Melrose,  Middleton,  Mil- 
lis,  Milton.  Nahant,  Natick,  Needham,  New¬ 
ton,  Norfolk,  North  Andover,  North  Reading, 
Norwell,  Norwood,  Peabody,  Quincy,  Ran¬ 
dolph,  Reading,  Revere,  Rockland,  Salem, 
Saugus,  Scituate,  Sharon,  Sherbom,  Somer¬ 
ville,  Stoneham,  Stoughton,  Sudbury, 
Swampscott,  Tewksbury,  Topsfleld,  Wake¬ 
field,  Walpole,  Waltham,  Watertown,  Way- 
land,  Wellesley,  Wenham,  Weston,  Westwood, 
Weymouth,  Whitman,  Wilmington,  Winches¬ 
ter.  Winthrop  and  Woburn. 

Sec.  4.  Maximum  prices  lor  sales  of 
mineral  wool  insulation  on  an  installed 
basis  and  incidental  construction 
work — (a)  Mineral  wool  insulation  on 
an  installed  basis.  The  maximum  prices 
for  sales  of  mineral  wool  insulation  on 
an  installed  basis  shall  be  those  shown 
in  Table  I  of  this  section.  Prices  apply 
to  pll  types  and  tliicknesses  of  blown 
mineral  wool  and  to  all  types  and  thick¬ 
nesses  of  hand  packed  loose  mineral 
wool  and  to  batts  and  blankets.  The 
prices  listed  in  Table  I  are  based  upon 
an  insulation  thickness  of  4  inches. 
For  each  inch  or  fraction  of  inch  of  in¬ 
sulation  over  4  inches,  when  ordered  by 
the  buyer,  the  seller  may  make  the  fol¬ 
lowing  additional  charges; 

For  fiat  areas,  per  square  foot. 

For  vertical  areas,  per  square  foot. 

For  sealed  slopes,  per  square  foot. 

For  each  inch  of  thickness  under  4 
inches  the  seller  shall  deduct  2^  per 
square  foot.  A  %  inch  tolerance  may 
be  allowed  for  thicknesses  of  4  Inches  or 
over,  but  no  tolerance  shall  be  allowed 
for  thicknesses  under  4  Inches. 

The  diagrams  referred  to  in  Table 
I  are  on  file  with  the  Division  of  the 
Federal  Register,  and  are  hereby  made 
a  part  of  this  order.  For  the  conven¬ 
ience  of  sellers  and  buyers,  and  in  the 
Interest  of  simplification  and  clarity  of 
description,  copies  of  these  diagrams 
(known  as  Rome  Insulation  Diagrams) 

,  may  be  obtained  at  the  Boston  Regional 
Office  of  Price  Administration. 


Where  a  machine  or  a  crew  of  two  or 
more  workers  is  used  on  mineral  wool 
insulation  jobs  and  the  total  charge  as 
determined  in  accordance  with  maxi¬ 
mum  prices  listed  in  Table  I  is  $100  or 
less,  the  seller  may  add  $10  to  such 
charge. 

(b)  Incidental  construction  work. 
Maximum  prices  for  certain  incidental 
construction  work  are  established  by 
categories  29  to  35  of  Table  I.  The  work 
described  by  these  categories  shall  be 
subject  to  the  maximum  prices  estab¬ 
lished  in  the  table,  only  when  performed 
and  sold  by  the  installer  of  mineral  wool 
insulation.  When  sold  by  other  sellers 
the  maximum  price  shall  be  determined 
under  the  applicable  area  order  for  such 
sellers  and  if  there  is  no  applicable  area 
order,  then  maximum  price  shall  be  de¬ 
termined  under  Revised  Maximum  Price 
Regulation  251.  When  any  incidental 
construction  work  necessary  for  the  com¬ 
pletion  of  the  installation  of  “mineral 
wool”  (whether  listed  in  categories  29  to 
35,  inclusive,  or  not)  is  performed  by  a 
subcontractor  but  sold  by  the  installer, 
the  installer’s  maximum  price  shall  be 
the  price  charged  by  the  subcontractor 
not  to  exceed  the  subcontractor’s  maxi¬ 
mum  price  determined  under  the  appli¬ 
cable  area  order  for  such' work,  and  if 
there  is  no  applicable  area  order  cover¬ 
ing  such  incidental  construction  work, 
the  subcontractor’s  maximum  price 
shall  be  determined  under  Revised  Maxi¬ 
mum  Price  Regulation  251. 

Table  I — Categories 

Prices  per  sq.  ft.  (4”  thickness  basis  for 
"mineral  wool";  see  sec.  1  for  definition) 

Exp>osed  ceilings: 

1.  Open  attics  *  with  over  42" 

clearance  to  roof.  Diagram  1;  in¬ 
cluding  blocking  off _ $0. 16 

2.  Under  flat  built  up  roofs  (sus¬ 
pended  celling);  open  blowing 
conditions.  (Price  does  not  In¬ 
clude  cost  of  opening  and  closing 

for  area.)  Diagram  2 _  .  16 

Covered  ceilings  (prices  Include  the 
cost  of  removing  and  replacing  floor¬ 
ing)  ; 

3.  Open  attics  with  a  single  rough 
flooring  and  accessible.  Dia¬ 


gram  3 _  .  18 

4.  Open  attics  with  finished  single 
floors.  Diagram  4 _  .  19 


6.  Open  attics  with  double  floors, 
the  top  floor  flnlshed.  Diagram  5  . 20 

Flat  ceilings  in  closed  spaces  (prices 
do  not  include  cost  of  opening  and 
closing) : 

6.  Flat  ceilings  in  closed  Ep>aces 
tmder  pitched  or  sloping  roofs 
where  opening  in  roof  is  nec¬ 
essary,  such  as  pocket  areas  be¬ 
hind  knee  walls,  areas  under 
roof  ridges  or  extensions  which 
are  practically  flat.  Diagrams: 


(a)  Unfloored _ _  .16 

(b)  Floored: 

I.  With  single  rough  floor _  .18 

II.  With  single  finished  floor..  .  19 

III.  With  double  finished  floor.  .  20 
7.  Ceilings  in  closed  space  under 

ridge  of  pitched  roofs,  where 


openings  for  the  full  length  of 
ridge  are  necessary  because  of 
small  clearance  between  ridge 
and  celling  areas.  Diagram  7 — 


unfloored _  .  17 

8.  Flat  built  up  roof  type  including 
row  house  construction  and  com¬ 
mercial  buildings.  Diagram  8...  .20 

0.  FTat  roof  decks  covered  with  tin, 
copper,  or  canvas.  Diagram  9..  .20 
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Table  I — Categories — Continued 
prices  per  sq.  ft.  (4"  thickness  basis  for 
"mineral  wool";  see  sec.  1  for  definition) 

Flat  ceilings  In  closed  spaces — Con. 

10.  Garrison  overhang.  Diagram  10-  $0. 24 


11.  Dormer  tops.  Diagram  11 _  .21 

12.  Bay  window  top  or  bottom.  Dia¬ 
gram  12: 

(a)  Top _ 1 _ -  .21 

(b)  Bottom _  .21 


Floors  (prices  do  not  include  cost  of 
opening  and  closing)  (prices  do 
not  include  cost  of  retaining  ma¬ 
terial)  : 

13.  Any  exposed  floors  over  garage 

ceilings,  opeti  porches  or  similar 
types  of  areas  where  the  under 
side  of  the  area  to  be  insulated  is 
closed  Mid  flnished.  Diagram  13_  .  21 

14.  Any  exposed  floors  where  the 
areas  to  be  insulated  are  not  closed 
and  flnished  and  where  retaining 
materials  are  required.  Diagram 

14 . . . .  .21 

Floors  over  unexcavated  areas: 

15.  Batts  and  blankets.  Diagram  15-  .  25 

16.  4"  All  bldwn  in  over  retaining 

material.  Diagram  16  (prices  do 
not  Include  cost  of  retaining  ma¬ 
terial)  _  .19 

Sloping  areas  (prices  do  not  Include 
opening  or  closing  or  retaining 
material) : 

17.  All  slopes  where  closed  and  fln¬ 


ished  on  the  interior  side  of  the 
rafters.  Diagram  17 _  .  19 

18.  Open  rafters  and  slopes  where 
batts  or  blankets  are  used,  such  as 
pocket  outside  of  knee  walls  where 
blow  is  impracticable.  Diagram 

18 . . 25 

19.  Open  rafters  and  slopes.  Appli¬ 

cation  of  batts  or  blankets.  Dia¬ 
gram  19  (no  retainer  used) _  .23 


Knee  walls,  partitions,  and  stairwells 
and  appurtenances: 

20.  Interior  plastered  walls  where 
no  decoration  is  necessary  except 
plaster  patching.  Diagram  20 
(price  includes  opening  and  clos¬ 


ing  of  plastered  walls) _  .20 

21.  Knee  walls.  Diagram  21: 

(a)  Batts  and  blankets _  .22 

(b)  Blown  (retaining  material 

not  included) _  .20 

22.  Knee  walls  not  accessible.  Dia¬ 

gram  22  (retaining  material  not 
Included) _  .20 

23.  Stairwells  and  appurtenances 

(prices  include  opening  and 
closing  of  plastered  wall) : 

(a)  Soffltts.  Diagram  23 _  *.19 

(b)  Walls  (measurement  of  walls 

may  be  taken  as  rectangular 
from  floor  to  celling) _  *.20 

(c)  Weatherstrip  attic  door _  *.10 

(d)  Cover  door  with  Insulating 
board  (based  on  1"  thickness).  •  *  .25 


Exterior  walls  (prices  Include  cost  of 
opening  and  closing) : 

24.  Exterior  walls  with  inner  finish 
whose  outer  surface  is  composed 
of.  (Diagrams  24-30,  inclusive) : 

(a)  Wood  or  asphalt  shingles _  .18 

(b)  Wood  clapboard _  .18 

(c)  Brick  or  stone  veneer _  .27 

(d)  Stucco _  .24 

(e)  Asbestos  cement  shingles _  .22 


25.  Gable  and  end  walls  with  Inner 
finish.  Diagrams  25,  26.  27.  The 
prices  listed  under  categories  24 
(a)  to  24  (e)  Inclusive,  depending 
upon  the  type  of  outer  finish.  , 

26.  Gable  and  end  walls  without  In¬ 

ner  finish.  Diagrams  25.  26,  and 
27  (batts  or  blankets).  Retaining 
material  not  Included _ _ _  .  22 

‘Per  square  foot. 

‘  Per  lineal  foot. 


Table  I — Categories — Continued 

prices  per  sq.  ft.  (4"  thickness  basis  for 
"mineral  wool";  see  sec.  1  for  definition) 

Exterior  walls — Continued. 

27.  Dormer  cheeks  and  faces  with 
inner  finish.  Diagrams  28  and  29.  $0. 20 

28.  Dormer  cheeks  and  faces  with- 
'  out  inner  finish.  Diagrams  28  and 

29  (Batts  or  blankets) _  .22 

Openings  and  closings:  A  separate  additional 
charge  may  be  made  for  openings  and  clos¬ 
ings  only  in  those  cases  where  opening  and 
closing  are  not  specifically  Included  in  the 
price  applicable  to  the  category.  The 
charge  includes  payment  for  all  labor  and 
material  including  that  used  for  replace¬ 
ment  of  material  where  necessary.  (Gov¬ 
erns  only  work  performed  by  Installer;  see 
section  4  (b) ) : 


Man¬ 

hole 

size 

Strip 

openings 

29.  Common  wood  or  asphalt  shin¬ 
gles  or  rolled  asphalt  roofing... 

Each 

Per  »q.ft. 

$4.50 

^.90 

30.  Slate,  tile  and  asbestos  shingles.. 

6.00, 

1.00 

31.  ^\ood  openings  or  oi)enuigs 
through  similar  materials,  in- 

' 

eluding  beaded  ceilings . 

4.00 

.80 

32.  Metal  roofs:  tar  and  gravel  roofs;  plas- 
•  ter  wall  or  celling  openings  and  clos¬ 
ings.  Lawful  price  charged  by  subcon¬ 
tractor  or  determined  under  RMPR  251. 

Retaining  materials.  Includes  material  and 
installation.  (Governs  only  work  per¬ 
formed  by  installer.  See  section  4  (b) ) : 

33.  Paper  wall  boards _ ‘  $0. 07 

34.  Rock  lath _  ‘.  12 

35.  Plaster  board  and  insulating 

board _  *.  10 

*  Per  square  foot. 

Sec.  5.  Measurements.  It  shall  be  the 
seller’s  responsibility  to  ascertain  that 
all  measurements  are  accurate.  Meas¬ 
urements  for  exterior  walls  are  to  be 
taken  overall,  with  no  deduction  for 
openings,  except  for  sun  porch  walls, 
store  fronts  or  similar  areas  where  win¬ 
dows  and  door  areas  must  be  deducted. 
In  the  case  of  elevator  wells,  ventilators, 
skylights,  monitors  and  pent  houses  on 
flat  roofs  the  entire  such%rea  must  be 
deducted  where  they  are  more  than  16 
square  feet  in  area  and  extend  through 
the  flat  ceiling  area  to  be  Insulated. 
For  attic  floors  outside  gross  dimensions 
may  be  taken.  In  measuring  the  height 
of  knee  walls,  to  the  height  between 
floors,  joists  and  rafters  add  one  foot  for 
floor  seal  piling  of  insulation.  For 
slopes  add  six  Inches  to  length  of  clear 
span  for  capping  intersecting  surfaces. 
P^r  flat  ceilings  which  intersect  slopes 
add  one  foot  to  length  of  span  taken  at 
right  angles-  to  intersection  slopes.  For 
stairwell  walls  measurement  may  be 
taken  as  a  rectangle  from  floor  to  ceil¬ 
ing  and  not  as  triangles.  Where  the 
exterior  walls  are  of  brick  and/or  stone 
veneer  or  solid  brick,  the  area  of  floors 
or  ceilings  to  be  Insulated  shall  be  deter¬ 
mined  by  taking  gross  inteWor  dimen¬ 
sions. 

In  determing  the  total  of  the  square 
foot  area  for  each  category  of  insulation 
Installed  a  tolerance  of  5  percent  will  be 
permitted. 

Sec.  6.  Maximum  prices  for  special 
insulation  and  relat^  work  and  inci¬ 
dental  construction,  (a)  The  maxi¬ 


mum  prices  that  may  be  charged  for 
sales  in  the  area  covered  by  this  order 
for  special  insulation  and  related  work 
and  incidental  construction  work  for 
which  no  separate  dollars-and-cents 
price  has  been  set  out  in  Ta’ole  I  of  this 
order  shall  be  the  maximum  prices  es¬ 
tablished  in  accordance  with  Revised 
Maximum  Price  Regulation  251. 

Sec.  7.  Quoting  a  “guaranteed  price." 
The  seller  may  offer  to  sell  an  insulation 
job  covered  by  this  order  on  the  basis  of 
a  “guaranteed  price”  wherein  the  seller 
agrees  to  charge  a  fixed  amount:  Pro¬ 
vided,  however.  That  the  so-called 
“guaranteed  price”  must  not  be  higher 
than  the  maximum  price  figured  in  ac¬ 
cordance  with  the  pricing  methods  and 
requirements  of  this  order.  The  seller 
shall  stamp  or  otherwise  mark  conspicu¬ 
ously  on  each  Invoice  a  statement  in  sub¬ 
stantially  the  following  form:  “Prices 
are  at  or  below  ceiling  prices  set  by 
OPA  Regional  Order  G-1  under  RMPR 
251.” 

Sec.  8.  Records  and  invoices,  (a) 
Every  seller  of  mineral  wool  insulation 
on  an  installed  basis,  whether  the  sale 
is  made  as  a  part  of  a  general  contract 
calling  for  installation  of  other  com¬ 
modities  or  not,  shall:  (1)  Preserve  rec¬ 
ords  showing  the  information  given  in 
compliance  with  subparagraphs  (i)  to 
(Vi)  of  this  section.  (2)  Upon  comple¬ 
tion  of  the  work  or  within  a  reasonable 
time  thereafter,  if  requested  by  the  pur¬ 
chaser,  give  to  the  purchaser  an  invoice 
or  similar  document  showing: 

(i)  The  date  of  the  sale  and  the  date 
on  which  the  installation  was  completed, 

(ii)  The  name  and  address  of  the 
seller  and  buyer. 

(iil)  The  number  of  square  feet  and 
t3qje  of  insulation  installed,  the  thick¬ 
ness  of  insulation  material,  and  the  areas 
In  which  such  insulation  material  was 
installed. 

(iv)  The  price  charged  for  each  sepa¬ 
rate  category  exactly  as  stated  in  Table 
I  including  category  number  and  dia¬ 
gram  number. 

(v)  The  terms  of  sale. 

(Vi)  A  statement  shown  separately  on 
the  Invoice  of  any  special  insulation  and 
related  work  and  incidental  construc¬ 
tion  work  and  the  prices  therefor. 

(b)  Every  person  making  sales  sub¬ 
ject  to  this  order  shall  notify  the  pur¬ 
chaser  of  the  existence  of  this  order, 
and,  if  requested,  show  the  purchaser  a 
copy  of  this  order  and  a  copy  of  the 
home  insulation  diagrams  referred  to  in 
this  order  and  Revised  Maximum  Price 
Regulation  No.  251. 

Sec.  9.  Recomputation.  Within  30 
days  from  the  commencement  of  the 
work  performed  pursuant  to  a  sale  cov¬ 
ered  by  this  order,  the  seller  shall  re¬ 
compute  his  price  by  reviewing  the  cate¬ 
gories  and  other  factors  used  in  arriv¬ 
ing  at  his  price  on  the  basis  of  actual 
services  rendered  and  material  fur¬ 
nished  and  shall  determine  whether  the 
price  quoted  or  charged  is  the  properly 
established  maximum  price.  In  case 
the  price  quoted  or  charged  is  higher 
than  the  maximum  price,  the  seller  shall 
reduce  his  price  to  the  properly  estab¬ 
lished  maximum  price  and  shall  refund 
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to  the  buyer  within  30  days  from  the 
commencement  of  the  work  any  excess 
which  has  been  paid,  or  by  written  no¬ 
tice  to  the  buyer,  shall  cancel  the  ap. 
propriate  part  of  the  Indebtedness  for 
any  unpaid  excess,  or  both,  as  the  case 
may  be.  In  the  event  an  extension  of 
time  is  required,  the  seller  may  apply  in 
writing  to  the  Boston  Regional  OfSce  and 
for  good  cause  shown,  the  Regional  Ad¬ 
ministrator  or  his  designee  shall  grant 
the  extension  in  writing. 

Sec.  10.  Enforcement,  (a)  Persons 
violating  any  provisions  of  this  order  are 
subject  to  the  criminal  penalties,  civil 
enforcement  actions,  suits  for  treble 
damages,  and  proceedings  for  revocation 
of  licenses  provided  for  by  the  Emer¬ 
gency  Price  Control  Act  of  1942,  as 
amended. 

(b)  'Agencies  of  the  United  States  and 
their  contracting  or  paying  finance 
oflScers  are  not  subject  to  any  liability, 
civil  or  criminal,  imposed  by  this  order. 

Sec.  11.  Licensing.  The  provisions  of 
Licensing  Order  No.  1,  licensing  all  per¬ 
sons  who  make  sales  under  price  control, 
are  applicable  to  all  sellers  subject  to  this 
order.  A  seller’s  license  may  be  sus¬ 
pended  for  violations  of  the  license  or  of 
one  or  more  maximum  price  regulations. 
A  person  whose  license  is  suspended  may 
not,  during  the  period  of  suspension, 
make  any  sale  for  which  his  license  has 
been  suspended. 

Sec.  12.  Revocation.  This  order  may 
be  revised,  amended,  or  revoked  at  any 
time  by  the  Office  of  Price  Administra¬ 
tion. 

This  Order  No.  0-1  shall  become  effec¬ 
tive  November  5,  1945. 

Issued  this  29th  day  of  October  1945. 

Eldon  C.  Shoup, 

Regional  Administrator. 

IF.  R.  Doc.  45-21637;  Piled,  Nov.  80.  1945; 

4:35  p.  m.] 


(Region  rv  2d  Rev.  Order  0-10  Under  RMPR 
122,  Arndt.  4] 

Solid  Fuels  in  Vieginia 

For  the  reasons  set  forth  in  an  opin¬ 
ion  issued  simultaneously  herewith,  and 
under  the  authority  vested  in  the  Re¬ 
gional  Administrator,  Region  IV,  Office 
of  Price  Administration,  by  fi  1340.260  of 
Revised  Maximum  Price  Regulation  No. 
122,  subparagraph  (f)  (2)  of  Second 
Revised  Order  No.  G-10  under  Revised 
Maximum  Price  Regulation  No.  122  is¬ 
sued  by  this  office  on  April  18,  1945  is 
amended  to  read  as  follows: 

(f)  •  •  • 

(2)  Coal  sold  in  12-pound  bags,  (a) 
When  high  volatile  stove  or  nut  coal  is 
sold  to  consumers  in  12  pound  bags  at 
a  retail  establishment  or  at  a  dealer’s 
srard,  the  meodmum  prices  are  10^  each 
and  28<  for  three  if  sold  in  one  sale. 

(b)  When  high  volatile  stove  or  nut 
coal  is  sold  to  consumers  in  12  pound 
bags  and  delivered  to  the  consumer’s 
residence,  the  maximum  price  is  lOf  per 
bag. 


(o)  When  high  volatile  stove  or  nut 
Qoal  is  sold  to  retailers  in  12  pound  bc^ 
the  maximum  price  is  per  bag. 

Effective  date.  This  amendment  shall 
become  effective  November  19,  1945. 

Issued:  November  13,  1945. 

Alexander  Harris, 

Regional  Administrator. 

[P.  R.  Doc.  45-21642;  PUed,  Nov.  80,  1945; 
4:87  p.  m-l 


(Region  IV  Rev.  Order  G-22  Under  RMPR 
122,  Arndt.  8] 

Solid  Fuels  in  Wilson,  N.  C. 

For  the  reasons  set  forth  in  an 
opinion  issued  simultaneously  herewith, 
and  under  the  authority  vested  in  the 
Regional  Administrator,  Region  IV, 
Office  of  Price  Administration,  by 
1  1340.260  of  Revised  Maximum  Price 
Regulation  No.  122,  subparagraph  (e) 
(1)  of  Revised  Order  No.  G-22  under 
Revised  Maximum  Price  Regulation  No. 
122  issued  by  this  office  June  4,  1945,  is 
amended  to  read  as  follows:  ^ 

(e)  •  •  • 

(1)  Low  volatile  bituminous  coal  from 
Districts  No.  7  and  8. 


Size 

Per  1 
ton 
2,000 
lbs. 

Per 

Vi  ton 
1,000 
lbs. 

Per 

14  ton 
600 
lbs. 

Era:  Top  size  larger  than  8", 
bottom  size  no  limit,  in  price 
classifications  A  and  B . . 

$11.70 

$6. 10 

$3.43 

Egg:  From  mine  index  381,  the 
No.  2  mine  of  Raven  Red  Ash 
Coal  Co.,  in  district  No.  8 _ 

11.65 

6.03 

$.89 

Stove:  Top  size  3"  to  larger  than 
IM",  bottom  size  smaller  than 

8",  in  price  classification  A _ 

Stoker  Pea:  Top  size  not  exceed* 
Ing  9i",  bottom  size  smaller 
than  94",  in  price  classification 
A . 

10.80 

6.70 

8.23 

8. 86 

4.83 

2.84 

Screened  run-of*miue  in  price 
classifications  A  through  D, 
inclnsive..  __  _  _ 

8.80 

4.80 

2.83 

Effective  ddte.  This  amendment  shall 
become  effective  November  19,  1945. 

Issued:  November  13.  1945. 

Alexander  Harris. 

•  Regional  Administrator. 

(F.  R.  Doc.  45-21643;  Piled,  Nov.  80,  1945; 
4:87  p.m.) 


(Region  IV  Rev.  Order  G-1  Under  Gen, 
Order  50,  Arndt.  2J 

Malt  and  Cereal  Beverages 
in  Mississippi  Area 

For  the  reasons  set  forth  in  an  opin¬ 
ion  issued  simultaneously  herewith  and 
under  the  authority  vested  in  the  Dis¬ 
trict  IMrector  of  the  Jackson  (Missis- 
Bipiri)  District  Office  of  Region  LV  of  the 
Office  of  Price  Administration  by  Gen¬ 
eral  Order  No.  50,  issued  by  the  Admin¬ 
istrator  of  the  Office  of  Price  Adminis¬ 
tration,  and  Regional  Delegation  Order 
No.  17,  It  is  hereby  ordered: 

1.  Appendix  B  of  said  Revised  Order 
No.  G-l,  as  amended,  is  hereby  amended 


10  that  the  same  shall  read  as  follows 
instead  of  as  originally  written,  to- wit  i 

AiTJCMSIZ  B 

Not*:  This  Appendix  B  fixes  msxhnatn  prices  for  all 
groups  of  sellers  on  oerUin  so-cslled  “mtermediHte 
ixioed”  beers  and  ales.  A  seller  may  not  establish  his 
group  on  the  basis  of  the  prices  given  In  Appendix  B  but 
must  determine  his  group  on  the  basis  of  the  prices  given 
for  the  other  brands  covered  by  Appendix  A. 


Commodity  and  brand 


Maximum  prices 
for  groups 


or  trade  name 

bottle 

IB 

2B 

3B 

<  BIES 

Biireer  Brau.  ._^' _ 

Owua 

12 

$0.20 

$0. 18 

! 

$0. 17 

Birks  Trophy.  .  .  . . 

12 

.20 

.18 

.17 

Black  Hawk  Topping . 

Bohemian  Premium . 

12 

.20 

.18 

.17 

12 

.20 

.18 

.17 

Capital . 

12 

.20 

.18 

.17 

Commander  Special  Pilsener. 

12 

.20 

.18 

.17 

D.  R.  Premier . 

12 

.20 

.18 

.17 

Ebling’s  Extra . 

12 

.20 

.18 

.17 

Fredericks  4  Crown  Special.. 

12 

.20 

.18 

.17 

Frontier.. . . . 

12 

.20 

.18 

.17 

Golden  Glow  (Blumer  Brew- 

ing  Co.) . 

12 

.20 

.18 

.17 

Heinie’s . . . ^ 

12 

.20 

.18 

.17 

Keller’s  Topaz . 

12 

.20 

.18 

.17 

Lang’s . 

12 

.20 

.18 

.17 

Lion . . . 

•  12 

.20 

.18 

.17 

McGovern  Pilsener . 

12 

.20 

.18 

.17 

Morlein. . . . 

12 

.20 

.18 

.17 

Nectar . . 

12 

.20 

.18 

.17 

Perplies.  ^  .  . . . 

Bed  Fox _ 

12 

.20 

.18 

.17 

12 

.20 

.18 

.17 

Sepp’l  Brau . . 

12 

.20 

.18 

.17 

Silver  Fox . 

12 

.20 

.18 

.17 

Silver  Fox  DeLuxe . i 

12 

.20 

.18 

.17 

Six  Horae _ 

12 

.20 

.18 

.17 

Staats . . . i 

12 

.20 

.18 

.17 

Yankee _ 

12 

.20 

.18 

.17 

Burger  Brau . 

32 

.46 

.43 

..39 

Birks  Trophy _ — ... 

32 

.46 

.43 

.39 

Black  Hawk  Topping . 

32 

*46 

.43 

.39 

Bohemian  Premium _ 

32 

.46 

.43 

.39 

Capital . . . 

32 

.46 

.43 

.39 

Commander  Special  Pilsener. 

82 

.46 

.43 

.39 

D.  R.  Premier... _ _ _ 

32 

.46 

.43 

.3!) 

Ebling’s  Extra . . 

32  1 

.46 

.43 

.39 

Fredericks  4  Crown  Special.. 

32 

.46 

.43 

.39 

Frontier . 

32 

.46 

.43 

.39 

Golden  Glow  (Blumer  Brew¬ 
ing  Co.) . . . 

32 

.46 

.43 

.39 

Heinie’a _ _ _ 

-32 

.46 

.43 

.39 

Keller’s  Topaz _ _ _ 

32 

.46 

.43 

.39 

Ivang’s . 

32 

.46 

.43 

.39 

Lion . . 

32 

.46 

.43 

.39 

McGovern  Pilsener _ 

X  32 

.46  ; 

.43 

.39 

Morlein. . . . 

*  32 

.46 

.43 

.39 

Nectar . . . . 

32 

.46 

.43 

.39 

Perplies . . . . 

82 

.46 

.43 

..39 

Red  Fox _ 1 

32 

.46 

.43 

.39 

Scpp’l  Brau..  _ _ _ 

32 

.46 

.43 

,39 

Silver  Fox . 

32 

.46 

.43 

Silver  Fox  DeLuxe . 

32 

.46 

.43 

.39 

Six  Horae _ ............... 

32 

.46 

.43 

.39 

Stanls _ _ 

32 

.46 

.43 

..39 

Yankee _ _ 

32 

.46 

.43 

.39 

ALX 

Spoarman’i  English  Type... 

82 

.46 

.43 

.39 

Red  Fox . . 

32 

.46 

.43 

.39 

Spearman’s  English  Type _ 

12 

.20 

.18 

.17 

Red  Fox . . . 

12 

.20 

.18 

.17 

All  Federal  and  State  Taxes  are  included  in  the  above 
prices  except: 

Sellers  who  arc  required  to  pay  a  Federal  Excise  Tat 
on  cabarets  may  add  same  to  above  price  if  such  tax  is 
separately  statM  and  collected.  All  sellers  may  add  to 
alrave  price  the  Mississippi  Sales  Tax,  if  separately 
stated  and  collected.  Only  the  exact  amount  of  the  tat 
may  be  added.  To  Illustrate,  only  6  mills  (or  tokens) 
may  be  added  to  a  maximum  listed  price  of  35t;  one  cent 
or  10  mUls  (tokens)  may  be  added  to  the  listed  maximum 
price  of  61^. 

All  sellers  who  are  required  to,  and  pay  the  Mississippi 
“black  market"  tax  of  10%  levied  on  commodities,  the 
sales  of  which  are  prohibited  by  law,  as  provided  by 
House  Bill  No.  882,  enacted  by  the  Legislature  of  the 
State  of  Mississippi  at  the  regular  1844  session  thereof, 
may  add  same  to  the  maximum  price  listed  above,  u 
separately  stated  and  collected. 

This  amendment  becomes  effective 
November  6,  1945. 

(56  Stat.  23,  765;  57  SUt.  566,  Pub.  Law 
388,  78th  Cong.,  E.O.  9250,  7  F.R  7871; 
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E.O.  9328,  8  P.R.  4681;  E.O.  50,  8  F.R. 
4808) 

Issued  at  Jackson.  Mississippi,  this  5th 
day  of  November  1945. 

William  E.  Holcomb, 
District  Director. 

(F,  R.  Doc.  45-21614;  Piled,  Nov.  30,  1945; 
4:33  p.  m.] 


(Region  IV  Rev.  Order  G-25  Under  RMPR  122, 
Arndt.  2] 

Solid  Fuels  in  Virginia 

For  the  reasons  set  forth  in  an  opinion 
Issued  simultaneously  herewith,  and  un¬ 
der  the  authority  vested  in  the  Regional 
Administrator,  Region  IV,  Office  of  Price 
Administration,  by  §  1340.260  of  Revised 
Maximum  Price  Regulation  No.  122,  sub- 
paragraph  (e)  (1)  of  Revised  Order  No. 
G-25  under  Revised  Maximum  Price 
Regulation  No.  122  issued  by  this  office 
June  7,  1945  is  amended  to  read  as  fol¬ 
lows: 


(e)  •  •  • 

(1)  Low  volatile  bituminous  coal  from 
Districts  No.  7  and  8. 


Size 

Per 

ton, 

2,000 

lbs. 

Per  H 
ton, 
1.000 
lbs. 

Epft  (size  group  2);  Top  size  larger  than 
3",  bottom  size  no  limit,  in  price  classi¬ 
fications  A  through  U,  inclusive . 

$10. 80 

$5.65 

Stove  (size  group  3):  Top  size  larger  than 
l}i"  but  not  exceeding  3",  bottom 
size  smaller  than  3",  in  price  classifica¬ 
tions  A  through  E,  inclusive . 

10.30 

5.40 

Nut  (size  group  4):  Top  size  larger  than 
but  not  exceeding  IW",  bottom 
size  smaller  thaiT  U4",  in  price  classi¬ 
fications  A  through  E,  inclusive . 

9.45 

4.08 

Stoker  (size  group  5):  From  mine  index 
377,  Consumers  Mining  Corp . 

8.95 

4.73 

Pea  stoker  (size  group  5) :  Top  size  not 
exceeding  H",  bottom  size  smaller 
than  »4".  in  price  classifications  A 
through  1),  inclusive . 

8.70 

4.60 

Domestic  or  screened  run-of-mine  (size 
group  6),  in  price  classifications 

0. 35 

4.03 

Straight  run-of-mine  (size  group  7),  in 
price  classifications  A  and  B . 

8.85 

4.68 

BriQuettes  (made  from  low  volatile 
bituminous  coal  from  district  No.  7)... 

11.62 

6.06 

Effective  date.  This  amendment  shall . 
become  effective  November  19,  1945. 

Issued:  November  13,  1945. 


Alexander  Harris, 
Regional  Administrator. 

[F.  R.  Doc.  45-21644;  Filed,  Nov.  30,  1045; 
4:37  p.  m-l 


[Region  rv  2d  Rev.  Order  0-11  Under  RMPR 
122,  Arndt.  4] 

Solid  Fuels  in  Roanoke,  Va. 

For  the  reasons  set  forth  in  an  opin¬ 
ion  issued  simultaneously  herewith,  and 
under  the  authority  vested  in  the  Re¬ 
gional  Administrator,  Region  rV,  Office 
of  Price  Administration  by  §§  1340.259 

(a)  (1)  and  1340.260  of  Revised  Maxi¬ 
mum  Price  Regulation  No.  122,  subpara¬ 
graphs  (f)  (1)  and  (f)  (2)  of  Revised 
Order  No.  G-11  under  Revised  Maximum 
Price  Regulation  No.  122  issued  by  this 
office  on  April  21,  1945,  are  amended  to 
read  as  follows: 

(f)  Maximum  authorized  service 
charges  and  required  deductions — (1) 
Carry  or  wheel  service.  If  buyer  requests 


such  service,  the  dealer  may  charge  not 
more  than  92^  per  ton  therefor. 

(2)  Sacked  coal.  Dealer  may  charge 
not  more  than  27^  for  50  lb.  bag  at  his 
yard. 

Effective  date.  This  Amendment  shall 
become  effective,  November  13,  1945. 

Issued:  November  8, 1945. 

Alexander  Harris, 
Regional  Administrator. 

[P.  R.  Doc.  45-21641;  Piled,  Nov.  30,  1945; 
4:37  p.  m-l 


[Region  IV  Order  G-41  Under  18  (c)] 
Firewood  in  Reidsville,  N.  C. 

For  the  reasons  set  forth  in  an  opin¬ 
ion  issued  simultaneously  herewith,  and 
under  the  authority  vested  in  the  Re¬ 
gional  Administrator,  Region  IV,  Office 
of  Price  Administration,  by  §  1499.18  (c) 
of  the  General  Maximum  Price  Regula¬ 
tion,  it  is  hereby  ordered: 

(a)  Purpose  of  this  order.  It  is  the 
purpose  of  this  order  to  establish  spe¬ 
cific  maximum  prices  for  firewood  sold 
to  consumers  at  retail  in  the  particular 
area  hereinafter  set  forth. 

(b)  Geographical  applicability.  The 
provisions  of  this  order  are  applicable 
to  all  persons  selling  firewood  to  con¬ 
sumers  at  retail  within  the  corporate 
limits  of  Reidsville,  North  Carolina  and 
within  the  area  lying  within  one  mile  of 
said  corporate  limits,  measured  by  the 
actual  highway  mileage  by  the  most  di¬ 
rect  highway  route. 

(c)  Ceiling  prices.  On  and  after  the 
effective  date  of  this  order,  regardless  of 
any  contract,  agreement,  or  other  obli¬ 
gation,  no  person  may  sell,  or  offer  to 
sell,  firewood  at  retail  to  consumers  in 
the  area  covered  by  this  order  at  prices 
in  excess  of  the  maximum  ceiling  prices 
which  shall  be  as  follows: 

(1)  For  firewood  delivered  by  the 
seller  to  the  consumer’s  home,  place  of 
business,  or  other  designated  place,  the 
maximum  ceiling  prices  shall  be  as  fol¬ 
lows: 


In  lots 
of  one 
cord  or 
more, 
per 
cord 

In  less 
than 
cord 
lots 

Hardwood: 

In  sticks  of  6"  or  less  in  width  or 
thickness  and  cutintolengthsof  12*... 

$14.50 

>$0.12 

In  random  widths  and  thicknesses 
cut  into  lenirths  of  4  ft.  to  5  ft _ 

7.25 

>6 

Sawed  hickory  blocks: 

6"  or  more  in  thickness,  12"  or  more 
in  width  and  in  lengths  of  from 
15"  to  30" . 

14.50 

>.12 

Less  than  6"  in  width  or  thickness 
and  random  lengths  of  from  1"  to 
15" . 

12  50 

-  >10H 

250 

Sawed  hogshead  staves  and  heads  cut 
into  12"  lengths,  per  “rick”  of  72  cu. 
ft . 

Wood  scraps,  hardwood  and/or  soft 
wood  measured  in  hogshead  con¬ 
taining  03.102  cu.  ft.,  per  hogshead.. 

250 

Wood  slabs  of  random  widths,  thick¬ 
nesses  and  lengths . . 

5.00 

1.04 

Wood  slabs  of  random  widths  and 

thicknesses  and  sawed  into  12" 
lengths  .  _ 

1200 

1.10 

•  Per  cubic  foot. 


(d)  Definitions — (1)  "Cord.*'  A  cord 
of  firewood  contains  128  cubic  feet,  and 
is  usually  measured  by  stacking  the  fire¬ 
wood  in  even  solid  piles  4  feet  wide,  4 
feet  high,  and  8  feet  long. 


(2)  Other  definitions.  For  other  defi¬ 
nitions,  reference  should  be  made  to 
§  1499.20  of  the  General  Maximum  Price 
Regulation,  which  section  and  the  defi¬ 
nitions  contained  therein  are  hereby 
made  a  part  of  this  order. 

(e)  Posting  of  maximum  prices.  All 
sellers  subject  to  this  order  shall  post 
all  the  maximum  prices  as  hereby  es¬ 
tablished  in  their  places  of  business  in 
a  manner  plainly  visible  to,  and  under¬ 
standable  by,  the  purchasing  public. 

(f)  Receipts  and  sales  slips.  Every 
person  making  a  sale  of  firewood  for 
which  a  maximum  price  is  set  by  this 
order  shall  give  the  purchaser  or  his 
agent  at  the  time  of  sale  an  invoice  or 
other  memorandum  of  sale,  which  shall 
show: 

(1)  The  date  of  sale; 

(2)  The  name  and  address  of  the 
buyer  and  seller; 

(3)  The  quantity  and  description.  In¬ 
cluding  length,  of  the  firewood  sold; 

(4)  The  place  of  sale  (whether  at  the 
yard  or  delivered) ;  and 

(5)  'The  total  price  of  the  wood. 

The  seller  shall  keep  an  exact  copy  of 
such  invoice  or  memorandum  available 
for  inspection  by  the  Office  of  Price  Ad¬ 
ministration  for  so  long  as  the  Emer¬ 
gency  Frice  Control  Act  of  1942,  as 
amended,  remains  in  effect. 

(g)  Revocation  and  amendment.  This 
order  may  be  revoked,  amended,  or  cor¬ 
rected  at  any  time. 

(h)  Petitions  for  amendment.  Any 
person  seeking  an  amendment  of  this 
order  may  file  a  petition  for  amendment 
with  the  Administrator  in  accordance 
with  the  provisions  of  Revised  Procedural 
Regulation  1,  or  in  the  alternative,  may 
file  such  petition  with  the  Regional  Ad¬ 
ministrator,  Region  IV,  Office  of  Price 
Administration,  Candler  Building,  At¬ 
lanta  3,  Georgia.  If  such  petition  is  filed 
with  the  Regional  Administrator,  action 
thereon  shall  be  taken  by  him.  When 
such  a  petition  is  filed  with  the  Regional 
Administrator,  all  requirements  of  Re¬ 
vised  Procedural  Regulation  1,  relative 
to  the  filing  of  such  petitions  are  appli¬ 
cable,  except  the  place  of  filing  specified 
therein. 

(i)  Applicability  of  other  regulations — 
(1)  Licensing  and  registrations.  The 
provisions  of  Licensing  Order  No.  1,  li¬ 
censing  all  persons  who  make  sales  under 
price  control,  are  applicable  to  all  sellers 
subject  to  this  order.  A  seller’s  license 
may  be  suspended  for  violations  of  the 
license,  or  of  one  or  more  applicable  price 
schedules,  regulations,  or  orders.  A 
seller  whose  license  is  suspended  may 
not,  during  the  period  of  suspension, 
make  any  sale  for  which  his  license  has 
been  suspended. 

(2)  Effect  of  this  order  on  the  General 
Maximum  Price  Regulation.  To  the  ex¬ 
tent  applicable,  the  provisions  of  this 
order  supersede  the  provisions  of  the 
General  Maximum  Price  Regulation. 

(j)  Enforcement.  (1)  Persons  violat¬ 
ing  any  provision  of  this  order  are  sub¬ 
ject  to  the  civil  and  criminal  penalties, 
including  suits  for  treble  damages,  pro¬ 
vided  for  by  the  Emergency  Price  (Con¬ 
trol  Act  of  1942,  as  amended. 

(2)  Persons  who  have  any  evidence  of 
any  violation  of  this  order  are  urged  to 
communicate  with  the  District  Office  of 
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the  CXfice  of  Price  Administration,- Law 
Building,  Charlotte  2,  North  Carolina. 

Effective  date.  This  order  shall  be¬ 
come  effective  October  27, 1945. 

Non:  The  reporting  and  record  keeping 
requirements  of  this  order  have  been  ap¬ 
proved  by  the  Bureau  of  the  Budget  arid  in 
accordance  with  the  Federal  Reports  Act  of 
1942. 

Issued:  October  22, 1945. 

Alexander  Harris, 
Regional  Administrator. 

[P.  R.  Doc.  45-21640;  FUed,  Nov.  30,  1945; 
4:37  p.  m.] 


(Region  V  Order  G-3  Under  RMPR  122, 
Arndt.  8] 

Solids  Fuels  in  Topeka  and  Shawnee 
County,  Kans. 

Pursuant  to  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  and  the 
authority  vested  in  the  Regional  Admin¬ 
istrator  of  Region  V  by  §  1340.260  of  Re¬ 
vised  Maximum  Price  Regulation  No. 
122  and  for  the  reasons  set  fortl)  in  the 
opinion  issued  simultaneously  herewith. 
It  is  ordered.  That  Order  No.  Q-3  under 
Revised  Maximum  Price  Regulation  No. 
122  be,  and  the  same  is  hereby  amend¬ 
ed,  revised,  and  corrected  in  the  follow¬ 
ing  respects: 

Price  Schedule  (c)  (1)  IV  (A)  is 
amended  to  read  as  follows: 

(c)  Price  schedule. 

(1) 


Description  of  fuel 

Maximum  price 
por  ton  produced 

St— 

Strip 

mines 

Under¬ 

ground 

mines 

IV.  High  Volatile  Bituminous  Coal 
from  District  17  (Colorado): 

(A)  Subdistrict  No.  2; 

(1)  Lump  (bottom  sixe  S"  to 
larver  than  1)4").. . 

$14.50 

13.40 

(2)  Nut  (top  sixe  3"  to  larger  than 
1)4";  bottom  siie  1)4"  to  larger 
than  1")-- . . 

(56  Stat.  23.  765;  Pub.  Law  151,  78th 
Cong.;  E.O.  9250,  7  FH.  7871;  E.O.  9328, 
8  F.R.  4681) 


Issued  at  Dallas,  Texas,  and  effective 
this  the  23d 'day  of  November  1945. 

J.  Bryan  Miller, 
Acting  Regional  Administrator. 

[F.  R.  Doc.  45-21617;  Filed.  Nov.  30,  1945; 
4:38  p.  m.] 


[Region  IV  Order  G-61  Under  RMPR  122] 

Solid  Fuels  in  Marion,  Va.,  Area 

For  the  reasons  set  forth  in  an  opinion 
issued  simultaneously  herewith,  and  un¬ 
der  the  authority  vested  in  the  Regional 
Administrator,  Region  IV,  OflSce  of  Price 
Administration,  by  S§  1340.259  (a)  (1) 
and  1340.260  of  Revised  Maximum  Price 
Regulation  No.  122,  it  is  hereby  ordered: 

(a)  What  this  order  does.  This 
adopting  order  establishes  dollars-and- 
cents  ceiling  prices  for  specified  solid 
fuels  when  sold  and  delivered  by  dealers 
in  the  area  set  out  herein.  These  fuels 


are  described  and  the  maximum  prices 
are  set  forth  in  paragraph  (d)  hereof. 

(b)  Arco  covered.  This  order  covers 
all  sales  of  specified  solid  fuels  when 
sold  and  delivered  within  the  corporate 
limits  of  Marion,  Virginia,  and  within 
the  area  liring  within  one  mile  of  said 
corporate  limits  measured  by  the  actual 
mileage  by  the  most  direct  highway 
route.  It  also  covers  all  sales  thereof 
made  by  dealers  whose  yards  are  lo¬ 
cated  within  that  area,  regardless  of 
where  delivery  is  made.  Extra  charges 
for  deliveries  outside  such  area  are 
provided. 

(c)  Applicability  of  Basic  Order  No. 
G-37.  All  the  provisions  of  Order  No. 
G-37  under  Revised  Maximum  Price 
Regulation  No.  122 — Basic  Order  for 
Area  Pricing  of  Coal  in  Region  rv.  is¬ 
sued  April  4,  1945  by  the  Atlanta  Re¬ 
gional  Office,  Region  IV,  Office  of  Price 
Administration  are  adopted  in  this  order 
and  are  just  as  much  p,  part  of  this  order 
as  if  printed  herein.  If  said  Order  No. 
Q-37  is  amended  in  any  respect,  all  the 
provisions  of  such  order,  as  amended, 
shall  likewise,  without  other  action,  be 
a  part  of  this  order.  All  persons  sub¬ 
ject  to  this  adopting  order  are  also  sub¬ 
ject  to  and  should  read  and  be  familiar 
with  the  provisions  of  said  Order  No. 
Gj37. 

^(d)  Maximum  prices.  Maximum 
prices  established  by  this  order  are  as 
follows  for  sales  on  a  "Direct  Delivery 
or  Domestic”  basis: 

(1)  Bituminous  coals  from  Districts 
Nos.  7  and  8. 


Eire 

Per 

ton, 

2,000 

lbs. 

Per 

V4  ton, 
1,000 
lbs. 

Lump  and  egg _ .... _ _ _ ........... 

$8.00 

$4.25 

7,60 

4.05 

7.70 

4. 10 

7.00 

3. 75 

7.50 

4.00 

(e)  Maximum  authorized  service 
charges  and  required  deductions — (1) 
Carrying  up  or  down  stairs.  If  buyer  re¬ 
quests  such  service,  dealer  may  charge 
not  more  than  50^  per  ton  therefor. 

(2)  Trimming.  If  buyer  requests  such 
service,  dealer  may  charge  not  more  than 
60^  per  ton  therefor. 

(3)  Sacked  coal.  For  coal  sold  in 
sacks  when  the  purchaser  picks  up  the 
coal  and  supplies  the  sack  or  bag.  dealer 
may  charge  not  more  than  50^  per  cwt. 
If  the  dealer  supplies  the  sack  or  bag, 
the  dealer’s  cost  thereof  may  be  added  to 
the  price  specified  herein,  provided  that 
in  no  case  shall  such  addition  exceed  .10^ 
per  sack  or  bag. 

(4)  Yard  sales.  If  the  buyer  picks  up 
the  coal  at  the  dealer’s  yard  in  quantities 
of  one  ton  or  more,  dealer  must  reduce 
the  domestic  price  at  least  50^  per  ton. 
No  discount  is  required  on  sales  of  less 
than  one  ton. 

(5)  Delivery  zone.  No  charge  may  be 
made  for  delivery  witl^  the  corporate 
limits  of  Marion,  Virginia,  or  the  area  ly¬ 
ing  within  one  mile  of  said  corporate  lim¬ 
its.  measured  by  the  actual  mileage  by 
the  most  direct  highway  route.  Dealers 
whose  yards  are  located  within  that  area, 
may,  however,  make  a  charge  for  deliv¬ 


eries  beyond  the  free  delivery  zone  thus 
described,  of  not  more  than  10^  per  ton 
per  mile  beyond  such  zone,  measured  by 
the  actual  mileage  by  the  most  direct 
highway  route,  and  may  impose  a  mini¬ 
mum  charge  of  not  more  than  50?  for 
each  such  delivery. 

(6)  Credit.  No  additional  charge  may 
be  made  for  extension  of  credit. 

Effective  date.  This  order  shall  be¬ 
come  effective  November  13,  1945. 

Issued:  November  8,  1945. 

Alexander  Harris, 
Regional  Administrator. 

|P.  R.  Doc.  46-21645;  Piled,  Nov.  30,  1945; 

4:38  p.  m.] 


[Region  V  Order  G-11  Under  RMPR  251] 

Installed  Siding  in  Clay  and  Jackson 
Counties,  Mo.,  and  Wyandotte  and 
Johnson  Counties,  Kans. 

For  the  reasons  set  forth  in  the  opinion 
issued  simultaneously  herewith  and  pur¬ 
suant  to  the  authority  vested  in  the  Re¬ 
gional  Administrator  of  Region  V  of  the 
Office  of  Price  Administration  by  section 
9  of  Revised  Price  Regulation  No.  251, 
it  is  ordered: 

(a)  What  this  order  does.  This  order 
establishes  maximum  prices  for  the  sale 
of  specified  siding,  when  sold  on  an  in¬ 
stalled  basis  in  the  Counties  of  Clay  and 
Jackson  in  the  State  of  Missouri  and  the 
Counties  of  Wyandotte  and  Johnson  in 
the  State  of  Kansas. 

(b)  Relationship  of  this  order  to  Re¬ 
vised  Maximum  Price  Regulation  No.  251. 
Sellers  subject  to  this  order  may  not 
use  the  pricing  provisions  set  forth  in 
sections  6,  7,  and  8  of  Revised  Maximum 
Price  Regulation  No.  251.  Except  where 
the  provisions  of  this  order  are  incon¬ 
sistent  therewith,  the  other  provisions  of 
Revised  Maximum  Price  Regulation  No. 
251  shall  remain  in  full  force  and  effect 
with  respect  to  the  sales  of  installed  sid¬ 
ing  covered  by  this  order. 

(c)  Maximum  prices.  The  maximum 
prices  which  any  seller  subject  to  this 
order  may  charge  for  the  following  ma¬ 
terials  when  sold  on  an  installed  basis 
are  established,  as  follows: 

Maximum  price  per  square  of 
Item  100  sq.  ft.  material  used 

1.  Asbestos  cement  siding,  standard 
surface  hardness,  standard  colors 
12"  X  24"  or  12"  x  27";  or  stand- 
*  ard  surface  hardness,  white  or  buff 

12"  X  24"  or  12"  X  27" . . 825  00 


S.  Asbestos  cement  siding,  extra  hard 
surface,  white,  12"  x  24"  or 

12"  X  27" . .  27  50 

8.  Asphalt  Biding  Insulated  brick, 

14%"  X  43%",  13%"  X  43i4", 

14"  X  43" . .  27.60 

4.  Asphalt  siding,  roll  brick,  strip  tab 


7"  X  34",  7Vio"  X  36",  lOVi"  x  36", 

16"  X  12",  10%"  X  36": 

With  backerboard _ 18. 50 

Without  backerboard _  17. 50 

(d)  Quoting  a  guaranteed  price.  A 
seller  may  offer  to  sell  siding  on  an  in¬ 
stalled  basis  as  covered  by  this  order  on 
the  basis  of  a  guaranteed  price,  the  seller 
agreeing  to  charge  a  fixed  amount :  Pro¬ 
vided,  however.  That  such  guaranteed 
price  must  not  be  higher  than  the  maxi¬ 
mum  price  figured  in  accordance  with 
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the  pricing  methods  and  requirements 
of  this  order.  Upon  completion  of  the 
contract,  and  before  final  payment,  if 
requested  by  the  purchaser,  the  seller 
must  furnish  the  purchaser  with  an 
Itemized  statement  showing  the  number 
of  square  feet  and  the  type  and  unit  price 
of  each  category  of  siding  and  an  expla¬ 
nation  of  the  amount  for  incidental  work. 

(e)  Notification  to  purchaser.  Every 
person  making  sales  subject  to  this  order 
shall  certify  on  his  invoice  or  sales  tags 
that  the  price  charged  does  not  exceed 
the  price  permitted  by  this  Order  No. 
G-11  under  Revised  Maximum  Price 
Regulation  No.  251. 

(f)  Application  by  sellers  for  unit 
prices  on  certain  combination  sales.  For 
any  combination  or  types  of  installed 
siding  which  cannot  be  priced  according 
to  the  above  schedule  of  specific  prices 
and  permitted  increases,  a  price  may  be 
determined  in  accordance  with  the  pro¬ 
visions  of  section  6  (a)  of  Revised  Maxi¬ 
mum  Price  Regulation  No.  251,  if  pos¬ 
sible,  or  an  application  for  determina¬ 
tion  of  a  price  may  be  made  in  writing 
to  the  Office  of  Price  Administration  at 
the  District  Office  of  the  district  wherein 
the  seller  is  located.  The  Regional  Ad¬ 
ministrator  will  authorize  a  pricing 
method  either  by  letter  or  by  amendment 
to  this  order. 

(g)  Every  person  making  sales  sub¬ 
ject  to  this  order  shall  keep  and  main¬ 
tain  records  concerning  each  such  sale 
as  to  the  name  and  address  of  the' pur¬ 
chaser,  the  location  of  the  job,  a  descrip¬ 
tion  of  the  installed  siding,  the  number 
of  squares  and  the  price  per  square. 

(h)  Evasion.  Any  practice  or  device 
which  results  in  a  higher  price  to  the 
purchaser  than  is  permitted  by  this  Or¬ 
der  No.  Q-11  is  as  much  a  violation  as  an 
outright  over-celling  charge  and*  sub¬ 
jects  the  seller  to  the  penalties  pro¬ 
vided  by  section  16  of  Revised  Maximum 
Price  Regulation  No.  251. 

This  order  may  be  revised,  amended, 
or  revoked,  either  by  the  Regional  Ad¬ 
ministrator  or  the  Price  Administrator 
at  any  time. 

This  Order  No.  G-11  shall  become  ef¬ 
fective  the  3d  day  of  December  1945. 

(56  Stat.  23,  765;  57  Stat.  566;  Pub.  Law 
383,  78th  Cong.;  E.O.  9250,  7  F.R  7871; 
and  E.O.  9328,  8  F.R.  4681) 

Issued  at  Dallas,  Texas  this  20th  day 
of  November  1945. 

J.  Bryan  Miller, 
Acting  Regional  Administrator. 

[F.  R.  Doc.  45-21630;  Filed,  Nov.  30,  1945; 

4:36  p.  m.] 


[Chicago  Order  0-2  Under  MPR  426] 

Transportation  Charges  for  Service 
Wholesalers*  and  Secondary  Jobbers’ 
Sales  or  Fresh  Friuts  and  Vegetables 
IN  Chicago  District 

For  the  reasons  set  forth  In  an  Opin¬ 
ion  accompanying  this  Order  No.  G-2, 
and  pursuant  to  the  Emergency  Price 
Control  Act  of  1942,  as  amended,  Elxecu- 
tive  Orders  9250  and  9328,  and  to  the 
authority  delegated  to  the  District  Direc¬ 
tor  of  the  Chicago  Metropolitan  IHstrlot 
Office  under  §  1439.3,  Paragraph  15,  Ap¬ 
pendices  H  (f),  I  (g),  J  (1).  and  K  (r). 


of  Maximum  Price  Regulation  No.  426,  as 
amended,  it  is  hereby  ordered:  / 

Section  1.  What  this  order  does.  This 
order  established  transportation  charges 
for  less-than-carlot  or  less-than-trucklot 
sales  of  fresh  fruits  and  vegetables  by 
secondary  jobbers  and  service  wholesal¬ 
ers,  delivered  to  the  premises  of  any  re¬ 
tail  store.  Government  procurement 
agency,  or  institutional  buyer,  pursuant 
to  the  provisions  of  Maximum  Price  Reg¬ 
ulation  No.  426,  as  amended. 

Sec.  2.  Establishment  of  transporta¬ 
tion  charges.  To  the  maximum  delivered 
prices  established  by  Maximum  Price 
Regulation  No.  426,  as  amended,  for  the 
sales  described  in  section  1  hereof,  trans¬ 
portation  charges  not  in  excess  of  those 
set  forth  in  the  following  schedule  may 
be  added: 

Schedule  A 


For  deliveriM  to 
the  physical  prem¬ 
ises  of  purchasers 
in  zones 

Transportation 
charge  for  each 
package  under 
20  lbs.  gross 
weight 

Transportation 
charge  for  each 
package  20  lbs. 
gross  weight, 
and  over 

Cents 

1 . 

2 . 

No  charge . 

5  cents _ 

S 

10 

3 . 

10  cents . 

15 

4 . 

15  cents . 

20 

Sec.  3.  Definitions,  (a)  “Zone  1” 
means  the  area  within  the  limits  of  the 
City  of  Chicago,  Illinois,  bounded  by 
Devon  Avenue  on  the  north,  Harlem 
Avenue  on  the  west,  and  Seventy-ninth 
Street  on  the  south,  and  the  area  within 
the  limits  of  the  following  municipalities 
in  the  County  of  Cook,  State  of  Blinois: 

Bedford  Park,  Berwyn,  Cicero,  Forest  View, 
Norwood  Park,  Oak  Park  and  Stlckney. 

(b)  “Zone  2“  means  the  area  within 
a  radius  of  twenty  miles  of  the  intersec¬ 
tion  of  State  and  Madison  Streets,  in  the 
City  of  Chicago,  Illinois,  exclusive  of 
Zone  1,  and  Including  but  not  limited  to 
the  areas  within  the  limits  of  the  follow¬ 
ing  municipalities: 

In  the  state  of  Illinois 

Addison,  Alslp,  Bellwood,  Bensenvllle, 
Berkeley,  Blue  Island,  Broadview,  Brookfield, 
Burnliam,  Calumet  City,  CalLimet  Park,  Chi¬ 
cago,  Chicago  Ridge,  Clarendon  Hills,  Crest- 
wood,  Des  Plaines,  Dlxmoor,  Dolton,  Downer’s 
Orove,  Elmhurst,  Elmwood  Park,  Evanston, 
Fairvlew,  Forest  Park,  Franklin  Park,  Glen¬ 
coe,  Glen  ESlyn,  Glenview,  Golf,  Harvey,  Hill¬ 
side,  Hinsdale,  Hodgkins,  Homewood,  Itasca, 
Justice,  KenUwortb,  La  Grange,  La  Grange 
Park,  Lambert,  Llncolnwood,  Lombard,  Ly¬ 
ons,  Markham,  Maywood,  McCook,  Melrose 
Park,  Midlothian,  Morton  Grove.  Mount  Pros¬ 
pect,  Niles,  Northbrook,  Northfield,  North 
Lake  Village,  North  Riverside,  Otik  Forest, 
Orchard  Place,  Palos  Heights,  Palos  Park, 
Park  Ridge,  Phoenix,  Posen,  Rlverdale,  River 
Forest,  River  Grove,  Riverside,  Robbins, 
Schiller  Park,  Skokie,  South  Holland,  Stone 
Park,  Summit,  Thornton,  Villa  Park,  West¬ 
chester,  Westmont,  Willow  Springs,  Wil¬ 
mette,  Wlnnetka,  Wooddale  and  Worth. 

In  the  State  of  Indiana 

East  Chicago,  Hammond,  and  Whiting. 

(c)  "Zone  3"  means  the  area  within 
a  radius  of  thirty-five  miles  from  the  in¬ 
tersection  of  State  and  Madison  Streets, 
In  the.  City  of  Chicago,  Illinois,  exclu¬ 
sive  of  Ziones  1  and  2.  and  Including  but 
not  limited  to  the  areas  within  the  limits 
of  the  following  municipalities: 


In  the  State  of  Illinois 

Arlington  Heights,  Aurora,  Bannockburn, 
Barrington,  Bartlett,  Batavia,  Belmont, 
Bloomlngdale,  Chicago  Heights,  Crete,  Deer¬ 
field  Lake,  Diamond  Lake,  East  Chicago 
Heights,  East  Hazelcrest,  Elgin,  Eola,  Floss- 
moor,  Fort  Sheridan,  Frankfort,  Geneva, 
Glenwood,  Goodenow,  Great  Lakes,  Half  Day, 
Hastings,  Hazelcrest,  Hazel  Dell,  Highland 
Park,  Highwood,  Joliet,  KeeneyvUle,  Lake 
Bluff,  Lake  Forest,  Lake  Zurich,  Lansing,  Le- 
mont,  Llbertyvllle,  Lidice,  Lisle,  Lockport, 
Long  Grove,  Mattlson,  Mokena,  Mones,  Mont¬ 
gomery,  Mundelein,  Naperville,  New  Lenox, 
North  Aurora,  North  Chicago,  Olympia  Fields, 
Ontarlovllle,  Orland  Park,  Palatine,  Plain- 
field,  Prairie  View,  Prospect  Heights,  Rich- 
ton  Park,  Romeovllle,  Rondout,  Roselle,  Saint 
Charles,  Schaumburg,  South  Chicago 
Heights,  South  Elgin,  Steger,  Tlnley  *  Park, 
Warrenville,  Waukegan,  Wayne,  West  Chi¬ 
cago,  Wheaton,  Wheeling,  Wilson  and  Win¬ 
field. 

In  the  State  of  Indiana 

Ainsworth,  Crown  Point,  Dyer,  East  Gary, 
Gary,  GrilHth,  Hobart,  Merrillville,  Munster, 
New  Chicago,  Ross,  Saint  John,  and  Scherer¬ 
ville. 

(d)  “Zone  4“  means  the  area  outside 
of  Zones  1,  2  and  3. 

(e)  Unless  the  context  othefwise  re¬ 
quires,  the  terms  used  herein  shall  have 
the  same  meaning  as  given  them  in  Max¬ 
imum  Price  Regulation  No.  426,  as 
amended. 

Sec.  4.  Relation  to  other  maximum 
price  ^regulations.  Except  as  otherwise 
provided,  this  order  is  subject  to  all  the 
applicable  provisions  of  Maximum  Price 
Regulation  No.  426,  as  amended.  In  the 
event  that  Maximum  Price  Regulation 
No.  426,  as  amended,  should  be  further 
amended  to  permit  delegation  of  author¬ 
ity  to  the  District  Director  of  the  Chicago 
Metropolitan  District  Office  to  establish 
transportation  charges  with  respect  to 
fresh  fruits  and  vegetables  not  presently 
included  in  Maximum  Price  Regulation 
No.  426,  as  amended,  there  may  be  added 
to  the  maximum  prices  established  for 
such  additional  fresh  fruits  and  vege¬ 
tables  under  Maximum  Price  Regulation 
No.  426,  as  amended,  the  transportation 
charges  established  in  Schedule  A  of  sec¬ 
tion  2  of  this  order. 

Sec.  5.  Itemization  of  transportation 
charges.  Any  service  wholesaler  or  sec¬ 
ondary  jobber  who  makes  deliveries  un¬ 
der  the  provisions  of  this  order  and  adds 
the  transportation  charges  established 
in  Schedule  A  of  section  2  hereof,  shall 
furnish  the  buyer  with  a  sales  slip  or  in¬ 
voice  itemizing  clearly  his  maximum 
prices  for  the  items  delivered  and  the 
amount  of  delivery  charges  permitted 
under  Schedule  A  of  section  2  hereof. 
Such  service  wholesaler  or  secondary 
jobber  shall  also  keep  for  one  month  a 
copy  of  each  such  sales  slip  or  invoice. 

Sec.  6.  Effective  date.  This  order  shall 
become  effective  on  August  11, 1944. 

Sec.  7.  This  order  may  be  revised,  re¬ 
voked  or  amended  at  any  time. 

(56  Stat.  23,  765;  57  Stat.  566;  Pub.  Law 
383,  78th  Cong.;  E.O.  9250,  7  F.R.  7871; 
E.O.  9328,  8  F.R.  4681) 

Issued  this  4th  day  of  August  1944. 

L.  E.  Frazar, 

Acting  District  Director, 

[P.  R.  Doc.  45-21632;  Filed,  Nov.  30,  1945; 

4:34  p.  m.] 
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(Region  Vn  Order  0-d3  Under  18  (c)  ] 
Standard  Fire  Brick  Co. 

Order  No.  0-63  Under  i  1499.18  (c)  of 
the  General  Maximum  Price  Regulation. 
Adjusted  maximum  prices  lor  certain 
building  materials  when  sold  by  the 
Standard  Fire  Brick  Company,  Pueblo, 
Colorado,  and  other  specified  resellers  in 
the  Pueblo  area.  Docket  No.  7-18  (c)-32. 

Pursuant  to  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  the  Stabili¬ 
zation  Act  of  1942,  as  amended,  and 
$  1499.18  (c)  of  the  General  Idaximum 
Price  Regulation,  and  for  the  reasons  set 
forth  in  the  accompanying  opinion,  this 
Order  No.  G-63  is  Issu^. 

(a)  What  this  order  does.  This  Order 
No.  0-63  adjusts  the  maximum  prices 
for  fiue  lining,  4"  sewer  ixpe,  4"  pipe 
fittings,  Y’s,  T’s,  and  bends  throughout 
the  Pueblo,  Colorado,  area  when  sold  by 
the  Standard  Fire  Brick  Company, 
Pueblo,  Colorado,  at  the  specified  levels. 

(b)  Maximum  prices.  On  and  after 
the  effective  date  of  this  order,  the  max¬ 
imum  prices  for  fiue  lining,  4"  sewer 
pipe,  4"  pipe  fittings,  Y’s,  T’s,  and  bends, 
sold  by  the  Standard  Fire  Brick  Com¬ 
pany,  Pueblo,  Colorado,  in  the  Pueblo, 
Colorado,  area  shall  be  as  follows: 


When 
sold  by 
the 

msnu- 
fseturw 
to  a 
Jobber 

When 

sold 

When 
sold  - 

1 

by  the 
manu¬ 
facturer. 

by  any 
seller 
to  an 

a  jobber 
or  whole- 

oltimate 

con- 

whole¬ 

saler 

saler  toa 

Sumer 

retailer 

or  user 

Flue  lining; 

8H  1  8H'’  (per  foot).. 

$0.34 

$0.34 

$0.44 

8)4  X  IS"  (pi®  foot)-.. 

.51 

.61 

.06 

Sewer  pipe: 

4"  pipe  (per  foot) . 

4"  pi^  fittings,  Y’s, 

.20 

! 

.225  1 

.25 

T’s,  bends  (eacb) . 

1  .« 

.00  1 

1.00 

Note.— The  prices  aboTc  specified  are  for  sales  t  o.  b. 
Pueblo,  Colo. 


(c)  Customary  discounts,  differen¬ 
tials,  and  allowances  must  be  main¬ 
tained.  Any  person  selling  fiue  linings, 
4"  sewer  pipes,  fittings,  Y’s,  T’s,  and 
bends  under  this  order  must  maintain 
and  continue  to  give  persons  purchasing 
from  him  all  customary  allowances,  dis¬ 
counts,  quantity  discounts  or  differen¬ 
tials  heretofore  established  by  him. 

(d)  ApplicabUity  of  other  regulations. 
The  pricing  provisions  of  the  General 
Maximum  Price  Regulation  have  no  ap¬ 
plication  to  the  prices  established  by 
this  order  for  sales  by  the  manufac¬ 
turer  or  any  re-seller. 

(e)  Geographical  applicability.  The 
maximum  (M'ices  established  by  this 
order  for  the  Standard  Fire  Brick  Com¬ 
pany  and  for  re-sellers  are  applicable 
only  to  sales  made  within  the  Pueblo, 
Colorado  area  which  includes  the  Coun¬ 
ties  of  Pueblo,  EH  Paso,  Fremont,  Custer, 
Huerfano,  Crowley,  Kiowa,  Otero*  Bent, 
Prowers,  Baca,  and  Las  Animas,  in  the 
State  of  Colorado. 

(f)  Licensing.  The  provisions  of  Li¬ 
censing  Order  No.  1,  licensing  all  per¬ 
sons  who  make  sales  under  price  control, 
are  applicable  to  all  sellers  subject  to 
this  order.  A  seller’s  license  may  be  sus¬ 
pended  for  violation  of  the  license  or 
of  one  or  more  applicable  price  schedules 


or  regulations;  A  per8(Mi  whose  license 
Is  suspended  may  not.  during  the  period 
of  suspension,  make  any  sale  for  which 
his  license  has  been  suspended. 

(g)  Right  to  revoke  or  amend.  This 
order  may  be  revoked,  modified  or 
amended  at  any  time  by  the  Price  Ad¬ 
ministrator  or  by  the  Regional  Admin¬ 
istrator. 

Effective  date.  This  Order  No.  0-63 
shall  become  effective  on  the  19th  day  of 
November  1945. 

Issued  this  19th  day  of  November  1945. 

Joseph  W.  Penfold, 
Acting  Regional  Administrator. 

(P.  R.  Doc.  45-21625;  Piled,  Nov.  30.  1945; 

4:40  p.  m.] 


[Region  vn  3d  Rev.  Order  G-24  Under 
RMPR  122,  Arndt.  10] 

SouD  Fuels  in  Denver  Region 

Third  Revised  Order  No.  0-24  under 
Revised  Maximum  Price  Regulation  No. 
122,  Amendment  No.  10,  adjustment  of 
specific .  maximum  prices  of  dealers  in 
Region  vn  to  compensate  for  increases 
in  supplier’s  price  under  Amendment  74 
to  Maximum  Price  Regulation  No.  120, 
Docket  No.  7-122-260-12. 

Pursuant  to  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  the  Stabi¬ 
lization  Act  of  1942,  as  amended,  and 
1  1340.260  of  Revised  Maximum  Price 
Regulation  No.  122,  and  for  the  reasons 
set  forth  in  the  accompanying  opinion, 
this  Amendment  No.  10  is  issued. 

1.  Subparagraph  (6)  of  Part  n.  Mines 
in  district  19,  as  written  into  Third  Re¬ 
vised  Order  No.  0-24  by  Amendment  No. 
6,  is  hereby  amended  to  read  as  follows: 


Operator 

Subdistrict 

Index  No. 

Site  groups 

Amount 

Effective 

date 

(6)  Sberidan- 
Wyoming  Coal 
Co.: 

Miller . 

6 

152  j 

AH 

CiiUr 

80 

Oct.  30,1945 

Effective  date.  This  Amendment  No. 
10  shall  become  effective  on  the  15th  day 
of  November  1945. 


Issued  this  15th  day  of  November  1945. 

Joseph  W.  Penfold, 
Acting  Regional  Administrator. 

(F.  R.  Doc.  45-21624;  FUed,  Nov.  30,  1945; 
4:39  p.  m.] 


[Region  vn  Order  0-73  Under  MPR  188, 
Arndt.  1] 

Aircraft  Mechanics,  Inc. 

Order  No.  G-73  Under  Maximum  Price 
Regulation  No.  188,  Amendment  No.  1, 
authorized  maximum  prices  for  specified 
articles  manufactured  by  Aircraft  Me¬ 
chanics,  Inc.  of  Colorado  Springs,  Colo¬ 
rado,  when  sold  by  the  manufacturer  and 
specified’ resellers,  Docket  No.  7-188-158-’ 
138a. 

Pursuant  to  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  the  Sta¬ 
bilization  Act  of  1942,  as  amended,  and 
fiS  1499.158  and  1499.158a  of  Maximum 


PHce  Regulation  No.  188,  and  for  the  rea¬ 
sons  set  forth  In  the  accompan3ring  opin¬ 
ion,  this  Amendment  No.  1  is  Issued. 

1.  Line  1  in  the  table  of  commodities 
and  authorized  maximum  prices,  as  set 
forth  in  paragraph  (b) .  is  hereby 
amended  to  read  as  follows: 


When  sold  f.  o.  b.  siiippinK 
point  by— 


Anv 

Manu- 

Manu- 

seller 

faoturer. 

facturer. 

to  an 

to  Jobber 

Jobber  or 

ulti- 

or  whole- 

wholesaler 

mate 

sakr 

to  retailer 

con¬ 

sumer 

1.  Hand  cultivator . 

$5. 10 

$6.80 

$9. 75 

2.  Effective  date.  This  Amendment 
No.  1  shall  become  effective  on  the  16th 
day  of  November  1945. 


Issued  this  16th  day  of  November  1945. 

Joseph  W.  Penfold, 
Acting  Regional  Administrator. 

[F.  R.  Doc.  45-21618;  Filed,  Nov.  30,  1945; 
4:38  p.  m.] 


[Region  vn  Order  G-87  Under  MPR  188] 
Woolsey-Muir  Toy  &  Novelty  Shop 

Order  No.  G-87  Under  Maximum 
Price  Regulation  No.  188,  Authorized 
maximum  prices  for  a  durable  goods 
commodity  manufactured  by  Woolscy- 
Muir  Toy  &  Novelty  Shop,  Clearfield, 
Utah,  when  sold  by  the  manufacturer 
and  specified  resellers.  Docket  No.  7-188- 
158-144. 

Pursuant  to  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  the  Stabili¬ 
zation  Act  of  1942,  as  amended,  and 
a  1499.158  and  1499.158a  of  Maximum 
Price  Regulation  No.  188,  and  for  the  rea¬ 
sons  set  forth  in  the  accompanying 
opinion,  this  Order  No.  G-87  is  issued. 

(a)  Wtiat  this  order  does.  This  Order 
No.  G-87  establishes  maximum  prices  for 
a  certain  durable  goods  commodity  man¬ 
ufactured  by  Woolsey-Muir  Toy  &  Nov¬ 
elty  Shop,  Clearfield,  Utah,  when  sold 
at  the  specified  levels. 

(b)  Authorized  maximum  prices.  Up¬ 
on  and  after  the  effective  date  of  this 
Order  No.  G-87,  the  maximum  prices 
for  the  “Child’s  Writing  Desk,  Model  No. 
001’’,  manufactured  by  Woolsey-Muir 
Toy  &  Novelty  Shop  of  Clearfield,  Utah, 
in  accordance  with  the  specifications  set 
forth  in  the  appUcation  of  said  manu¬ 
facturer  now  on  file  in  this  Regional  Of¬ 
fice  as  a  part  of  the  record  in  this  case, 
shall  be  as  follows: 

Each 

(1)  When  sold  by  the  manufacturer 

to  a  jobber  or  a  wholesaler _ $3.82 

(2)  When  sold  by  the  maniifacturer, 

a  jobber  or  a  wholesaler  to  a 

retailer _  4. 75 

(3)  When  sold  by  any  seller  to  an 

ultimate  constimer  or  user _  7.95 

Note:  (1)  The  maximum  prices  as  above 
set  forth  for  sales  other  than  sales  to  ulti¬ 
mate  consumers  are  subject  to  a  discount 
of  2  %  for  payment  within  10  days  from  date 
of  invoice. 

(11)  The  above  prices  are  for  sales  f.  o.  b. 
shipping  point,  and-lnclude  all  costs  incident 
to  wrapping,  packing,  boxing  and  carting. 
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(c)  Notice  to  he  given  purchasers  for 
resale  and  tagging  with  maximum  price 
at  retail  level.  When  the  manufacturer 
or  any  other  seller  makes  a  first  sale  im- 
der  this  Order  No.  Q-87  to  a  person, who 
purchases  it  for  resale,  other  than  at 
the  retail  level,  he  must  show  upon  the 
invoice  or  on  a  separate  slip  or  rider  at¬ 
tached  thereto  the  applicable  resale  price 
as  set  forth  in  paragraph  (b)  above.  The 
manufacturer  must  attach  to  each  child’s 
writing  desk  sold,  by  any  suitable  means, 
a  tag  or  label  plainly  marked  “Maximum 
price  when  sold  by  any  seller  to  an  ulti¬ 
mate  consumer  or  user,  $7.95.” 

(d)  Applicability  of  other  regulations. 
The  pricing  provisions  of  the  General 
Maximum  Price  Regulation  have  no  ap¬ 
plication  to  the  prices  established  by  this 
Order  No.  G-87  for  sales  by  the  manufac¬ 
turer  or  any  reseller.  Also,  the  price  in¬ 
crease  authorized  by  Order  1052  under 
Maximum  Price  Regulation  No.  188  has 
been  taken  into  consideration  in  arriving 
at  the  maximum  prices  established  by 
this  Order  No.  G-87,  and  such  prices  re¬ 
flect  the  full  amount  of  the  increase  au¬ 
thorized  by  said  Order  1052.  Therefore, 
neither  the  manufacturer  nor  any  re¬ 
seller  is  permitted  to  add  anything  to  the 
maximum  prices  as  above  set  forth  in 
paragraph  (b)  by  reason  of  said  Order 
1052. 

(e)  Geographical  applicability.  The 
maximum  prices  authorized  by  this  Or¬ 
der  No.  G-87  for  resellers  are  applicable 
only  to  sales  made  within  this  Region 
VII,  which  includes  the  States  of  Colo¬ 
rado,  Montana,  New  Mexico,  Utah,  and 
Wyoming,  and  all  that  part  of  the  State 
of  Idaho  lying  south  of  the  southern 
boundary  of  Idaho  County,  the  County 
of  Malheur  in  the  State  of  Oregon,  and 
all  that  part  of  the  Counties  of  Mohave 
and  Coconino  in  the  State  of  Arizona 
lying  north  of  the  Colorado  River. 

(f)  Licensing.  The  provisions  of  Li¬ 
censing  Order  No.  1,  licensing  all  per¬ 
sons  who  make  sales  under  price  control, 
are  applicable  to  all  sellers  subject  to  this 
regulation  or  order.  A  seller’s  license 
may  be  suspended  for  violation  of  the 
license  or  of  one  or  more  applicable  price 
schedules  or  regulations.  A  person 
whose  license  is  suspended  may  not,  dur¬ 
ing  the  period  of  suspension,  make  any 
sale  for  which  his  license  has  been  sus¬ 
pended. 

(g)  Right  to  revoke  or  amend.  This 
order  may  be  revoked,  modified,  or 
amended  at  any  time  by  the  Price  Ad¬ 
ministrator  or  the  Regional  Administra¬ 
tor. 

Effective  date.  This  Order  No.  G-87 
shall  become  effective  on  the  9th  day  of 
November  1945. 

Issued  this  9th  day  of  November  1945. 

Richard  Y.  Batterton, 
Regional  Administrator. 

IF.  R.  Doc.  45-21619,  Filed,  Nov.  30,  1945; 

4:38  p.  m.] 


[Region  vn  Order  G-88  Under  MPR  188] 
Bonham  Co. 


Lake  City,  Utah,  when  sold  by  the  manu¬ 
facturer  and  specified  resellers.  Docket 
No.  7-188-158-157. 

Pursuant  to  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  the  Stabili¬ 
zation  Act  of  1942,  as  amended,  and 
§§  1499.158  and  1499.158a  of  Maximum 
Price  Regulation  No.  188,  and  for  the 
reasons  set  forth  in  the  accompanying 
opinion,  this  Order  No.  G-88  is  issued. 

(a)  What  this  order  does.  This  Or¬ 
der  No.  G-88  establishes  maximum 
prices  for  a  garden  cultivator  manufac¬ 
tured  by  The  Bonham  Company,  Salt 
Lake  City,  Utah,  when  sold  at  the  speci¬ 
fied  levels. 

(b)  Authorized  maximum  prices. 
Upon  and  after  the  effective  date  of 
this  Order  No.  G-88,  the  maximum  prices 
for  the  Garden  Cultivator,  Model  “C”, 
manufactured  by  The  Bonham  Company, 
of  222  West  Seventeenth  Street  South, 
Salt  Lake  City,  Utah,  in  accordance  with 
the  specifications  set  forth  in  the  appli¬ 
cation  of  said  manufacturer  now  on  file 
in  the  Washington  Office  of  the  Office 
of  Price  Administration  as  a  part  of  the 
record  in  this  case,  shall  be  as  follows : 


Each 

(1)  When  sold  by  the  manufacturer 

to  a  jobber  or  a  wholesaler _ $3. 75 

(2)  When  sold  by  the  manufacturer, 

a  jobber  or  a  wholesaler  to  a  re¬ 
tailer _ _  4. 85 

(3)  When  sold  by  any  seller  to  an 

ultimate  consumer  or  user _  7. 10 

Note:  (1)  The  maximum  prices  as  above 


set  forth  for  sales  other  than  sales  to  ulti¬ 
mate  consumers  are  subject  to  a  discount 
of  2%  for  payment  within  10  days  from  date 
of  Invoice. 

(11)  The  above  prices  are  for  sales  f.  o.  b. 
shipping  point,  and  Include  all  costs  Inci¬ 
dent  to  wrapping,  packing,  boxing,  and  cart¬ 
ing. 

(c)  Notice  to  be  given  purchasers  for 

resale  and  tagging  with  maximum  price 
at  retail  level.  When  the  manufacturer 
or  any  other  seller  makes  a  first  sale 
under  this  Order  No.  G-88  to  a  person 
who  purchases  it  for  resale,  other  than 
at  the  retail  level,  he  must  show  upon 
the  invoice  or  on  a  separate  slip  or  rider 
attached  thereto  the  applicable  resale 
price  as  set  forth  in  paragraph  (b) 
above.  The  manufacturer  must  attach 
to  each  of  the  articles  in  question,  by 
any  suitable  means,  a  tag  or  label  plainly 
marked  “Maximum  price  when  sold  by 
any  seller  to  an  ultimate  consumer  or 
user,  $ _ ” 

(d)  Applicability  of  other  regulations. 
The  pricing  provisions  of  the  General 
Maximum  Price  Regulation  have  no  ap¬ 
plication  to  the  prices  established  by 
this  Order  No.  G-88  for  sales  by  the 
manufacturer  or  any  reseller;  and  this 
Order  No.  G-88  supersedes,  as  of  the  ef¬ 
fective  date  hereof.  Second  Revised  Or¬ 
der  No.  1216  under  Maximum  Price  Reg¬ 
ulation  No.  188,  issued  by  the  Washing¬ 
ton  Office  of  the  Office  of  Price  Admin¬ 
istration  on  May  9,  1945. 

(a)  Geographical  applicability.  The 
maximum  prices  authorized  by  this  Or¬ 
der  No.  G-88  for  resellers  are  applicable 
throughout  the  forty-eight  states  of  the 
United  States  and  the  District  of  Co¬ 
lumbia. 

(f)  Licensing.  The  provisions  of  Li¬ 
censing  Order  No.  1,  licensing  all  persons 


Order  No.  G-88  under  Maximum  Price 
Regulation  No.  188.  Authorized  maxi¬ 
mum  prices  for  a  garden  cultivator  man¬ 
ufactured  by  the  Bonham  Company,  Sal^ 


who  make  sales  under  price  control,  are 
applicable  to  all  sellers  subject  to  this 
regulation  or  order.  A  seller’s  license 
may  be  suspended  for  violation  of  the 
license  or  of  one  or  more  applicable  price 
schedules  _or  regulations.  A  person 
whose  license  is  suspended  may  not,  dur¬ 
ing  the  period  of  suspension,  make  any 
sale  for  which  his  license  has  been  sus¬ 
pended. 

(g)  Right  to  revoke  or  amend.  This 
order  may  be  revoked,  modified,  or 
amended  at  any  time  by  the  Price  Ad¬ 
ministrator'  or  the  Regional  Adminis¬ 
trator. 

Effective  date.  This  Order  No.  G-88 
shall  become  effective  on  the  13th  day  of 
November  1945. 

Issued  this  13th  day  of  November  1945. 

Joseph  W.  Penfold, 
Acting  Regional  Administrator. 

[P.  R,  Doc.  45-21620;  Piled,  Nov.  30,  1945; 

4:38  p.  m.] 


[Region  vn  Order  G-89  Under  MPR  1881 
E.  W.  Buhler 

Order  No.  G-89  under  Maximum  Price 
Regulation  No.  188,  authorized  maxi¬ 
mum  prices  for  certain  durable  goods 
manufactured  by  E.  W.  Buhler,  Sho¬ 
shone,  Idaho,  when  sold  by  the  manu¬ 
facturer  and  specified  resellers.  Docket 
No.  7-188-158-147. 

Pursuant  to  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  the  Stabi¬ 
lization  Act  of  1942,  as  amended,  and 
§$  1499.158  and  1499.158a  of  Maximum 
Price  Regulation  No.  188,  and  for  the 
reasons  set  forth  in  the  accompanying 
opinion,  this  Order  No.  G-89  is  issued. 

(a)  What  this  order  does.  This  Order 
No.  G-89  establishes  maximum  prices  for 
certain  durable  goods  manufactured  by 
E.  W.  Buhler  of  Shoshone,  Idaho,  when 
sold  at  the  specified  levels. 

(b)  Authorized  maximum  prices. 
Upon  and  after  the  effective  date  of  this 
Order  No.  G-89,  the  maximum  prices 
for  the  rocking  hobby  horse,  models 
E.  W.  B.  No.  2,  No.  3,  and  No.  4,  respec¬ 
tively,  and  the  cart,  model  E.  W.  B.  No.  1, 
manuJfactured  by  E.  W.  Buhler,  of  Sho¬ 
shone,  Idaho,  in  accordance  with  tha 
specifications  set  forth  in  the  applica¬ 
tions  of  said  manufacturer  now  on  file 
in  this  Regional  Office  as  a  part  of  tha 
record  in  this  case,  shall  be  rs  follows: 

(1)  When  sold  by  the  manufacturer 


to  a  jobber  or  a  wholesaler: 

Each 

Cart,  model  E.  W.  B.  No.  1 . . .  $1.44 

Rocking  hobby  horse,  model  E.  W.  B. 

No.  2 _ _ _  3.  60 

Rocking  hobby  horse,  model  E.  W.  B. 

No.  3 _ 2.80 

Rocking  hobby  horse,  model  E.  W.  B. 

No.  4 _ _ _ _ —  2.40 

(2)  When  sold  by  the  manufacturer, 
a  jobber  or  a  wholesaler  to  a  retailer: 

Each 

Cart,  model  E.  W.  B.  No.  1 _ $1.80 

Rocking  hobby  horse,  model  E.  W.  B. 

No.  2 _ 4.50 

Rocking  hobby  horse,  model  E.  W.  B. 

No.  3 . .  3.  50 

Rocking  hobby  horse,  model  E.  W.  B. 

No.  4 .  3.00 
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(3)  When  sold  by  any  seller  to  an  ulti¬ 


mate  consumer  or  user: 

Each 

Cart,  model  K.  W.  B.  No.  1 _ $2. 96 

Bocklng  hobby  horee,  model  E.  W.  B. 

No.  2 . . . .  7. 80 

BocUng  hobby  hcH-se,  model  E.  W.  B. 

No.  3 . 8.88 

Rocking  hobby  horse,  model  E.  W.  B. 

No.  4 .  4.96 


Notx:  (1)  The  maximum  prices  as  above 
set  forth  for  sales  other  than  sales  to  ulti¬ 
mate  consumers  are  subject  to  a  discount  of 
2%  for  payment  within  10  days  from  date  of 
Invoice. 

(11)  The  above  prices  are  for  sales  f.  o.  b. 
shipping  point,  and  Include  all  costs  inci¬ 
dent  to  wrapping,  packing,  boxing,  and 
carting. 

(c)  Notice  to  be  given  purchasers  for 

resale  and  tagging  with  maximum  price 
at  retail  level.  When  the  manufacturer 
or  any  other  seller  makes  a  first  sale 
imder  this  Order  No.  G-89  to  a  person 
who  purchases  it  for  resale,  other  than  at 
the  retail  level,  he  must  show  upon  the 
Invoice  or  on  a  separate  slip  or  rider 
attached  thereto  the  applicable  resale 
price  as  set  forth  in  paragraph  (b)  above. 
The  manufacturer  must  attach  to  each 
of  the  articles  in  question,  by  any  suit¬ 
able  means,  a  tag  or  label  plainly  marked 
“Maximum  price  when  sold  by  any  seller 
to  an  ultimate  consumer  or  user,  $ _ ” 

(d)  Applicability  of  other  regulations. 
The  pricing  provisions  of  the  CJeneral 
Maximum  Price  Regulation  have  no  ap¬ 
plication  to  the  prices  established  by  this 
Order  No.  G-89  for  sales  by  the  manu¬ 
facturer  or  any  reseller. 

(e)  Geographical  applicability.  The 
maximum  prices  authorized  by  this 
Order  No.  G-89  for  resellers  are  applica¬ 
ble  only  to  sale.s  made  within  this  Region 
Vn.  which  includes  the  States  of  Colo¬ 
rado,  Montana,  New  Mexico.  Utah,  and 
Wyoming,  and  all  that  part  of  the  State 
of  Idaho  lying  south  of  the  southern 
boundary  of  Idaho  County,  the  County 
of  Malheur  in  the  State  of  Oregon,  and 
all  that  part  of  the  Counties  of  Mohave 
and  Coconino  in  the  State  of  Arizona 
lying  north  of  the  Colorado  River. 

(f)  Licensing.  The  provisions  of 
Licensing  Order  No.  1,  licensing  all  per¬ 
sons  who  make  sales  under  price  control, 
are  applicable  to  all  sellers  subject  to 
this  regulation  or  order.  A  seller’s  li¬ 
cense  may  be  suspended  for  violation  of 
the  license  or  of  one  or  more  applicable 
price  schedules  or  regulations.  A  per¬ 
son  whose  license  is  suspended  may  not, 
during  the  period  of  suspension,  make 
any  sale  for  which  his  license  has  been 
su.spended. 

(g)  Right  to  revoke  or  amend.  This 
order  may  be  revoked,  modified,  or 
amended  at  any  time  by  the  Price  Ad¬ 
ministrator  or  the  Regional  Adminis¬ 
trator. 

Effective  date.  This  Order  No.  G-89 
shall  become  effective  on  the  14th  day 
of  November  1945. 

Issued  this  14th  day  of  November 
1945. 

Joseph  W.  Penfold, 
Acting  Regional  Administrator. 

(P.  R.  Doc.  48-21621;  Piled.  Nov.  80.  1946; 

4:  39  p.  m.) 


[Region  VU  Order  0-90  Under  MPR  1881 
W.  H.  Bttnnihg 

Order  No.  G-90  under  Maximum  Price 
Regulation  No.  188,  authorized  maximum 
prices  for  certain  durable  goods  manu¬ 
factured  by  W.  H.  Sunning.  Colorado 
SiHings,  Colorado,  when  sold  by  the 
manufacturer  and  specified  resellers. 
Docket  No.  7-188-158-139. 

Pursuant  to  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  the  Stabi- 
lizati(Hi  Act  of  1942,  as  amended,  and 
fS  1499.158  and  1499.158a  of  Maximum 
Price  Regulation  No.  188,  and  for  the  rea¬ 
sons  set  forth  in  the  accompanying  opin¬ 
ion,  this  Order  No.  G-80  is  issued. 


Noth:  (1)  The  maximum  prices  as  above  set 
forth  for  sales  other  than  sales  to  ultimate 
consumers  are  subject  to  a  discount  of  2% 
for  payment  within  10  days  from  date  of 
invoice. 

(11)  The  above  prices  are  fw  sales  f.  o.  b. 
shipping  point,  and  include  all  costs  inci¬ 
dent  to  wrapping,  packing,  boxing,  and 
carting. 

(c)  Notice  to  be  given  purchasers  for 

resale  and  tagging  with  maximum  price 
at  retail  level.  When  the  manufacturer 
or  any  other  seller  makes  a  first  sale 
under  this  Order  No.  G-90  to  a  person 
who  purchases  it  for  resale,  other  than  at 
the  retail  level,  he  must  show  upon  the 
invoice  or  on  a  separate  slip  or  rider  at¬ 
tached  thereto  the  applicable  resale 
price  as  set  forth  in  paragraph  (b)  above. 
The  manufacturer  must  attach  to  each  of 
the  articles  ki  question,  by  any  suitable 
means,  a  tag  or  label  plainly  marked 
“Maximum  price  when  sold  by  any  seller 
to  an  ultimate  consumer  or  user. 
$ - ’* 

(d)  Applicability  of  other  regulations. 
The  maximum  prices  established  by  this 
Order  No.  G-90  for  sales  of  the  commodi¬ 
ties  in  question  at  the  specified  levels 
supersede  all  other  maximum  price  reg¬ 
ulations.  Also,  the  price  increase  au¬ 
thorized  by  Order  1052  imder  Maximum 
Price  Regulation  No.  188  has  been  taken 
into  consideration  in  arriving  at  the 
maximum  prices  established  by  this  Or¬ 
der  No.  <3-90,  and  such  prices  reflect 
the  full  amount  of  the  increase  author¬ 
ized  by  said  Order  1052.  Therefore, 
neither  the  manufacturer  nor  any  re¬ 
seller  is  permitted  to  add  anything  to 
the  maximum  prices  as  above  set  forth 
In  paragraph  (b)  by  reason  of  said  Order 
1052. 

(e)  Geographical  applicability.  The 
maximum  prices  authorized  by  this  Or- 


(a)  What  this  order  does.  This  Order 
No.  G-90  establishes  maximum  lurices  for 
certain  durable  goods  manufactured  by 
W.  H.  Bunning  of  Colorado  Springs.  Col¬ 
orado.  when  sold  at  the  specified  levels.  . 

(b)  Authorized  maximum  prices. 
Upon  and  after  the  effective  date  of  this 
Order  No.  G-90.  the  maximum  prices  for 
the  eleven  commodities  named  below, 
manufactured  by  W.  H.  Bunning  of  1931 
North  Corona  l^reet,  Colorado  Springs, 
Colorado,  in  accordance  with  the  speci¬ 
fications  set  forth  in  the  several  applica¬ 
tions  of  said  manufacturer  now  on  file  in 
this  Regional  Office  as  a  part  of  the  rec¬ 
ord  in  this  case,  shall  be  as  follows: 


der  No.  G-90  for  resellers  are  applicable 
only  to  sales  made  within  this  Region  VU. 
which  includes  the  States  of  Colorado, 
Montana,  New  Mexico,  Utah,  and  Wyo¬ 
ming,  and  all  that  part  of  the  State  of 
Idaho  lying  south  of  the  southern  bound¬ 
ary  of  Idaho  Cointy,  the  County  of 
Malhem  in  the  State  of  Oregon,  and  all 
that  part  of  the  Counties  of  Mohave  and 
Coconino  in  the  State  of  Arizona  lying 
north  of  the  Colorado  River. 

(f)  Licensing.  The  provisions  of 
Licensing  Order  No.  1,  licensing  all  per¬ 
sons  who  make  sales  under  price  control, 
are  applicable  to  all  sellers  subject  to  this 
regulation  or  order.  A  seller’s  license 
may  be  suspended  for  violation  of  the 
license  or  of  one  or  more  applicable  price 
schedules  or  regulations.  A  person  whose 
license  is  suspended  may  not,  during  the 
period  of  suspension,  make  any  sale  for 
which  his'license  has  been  suspended. 

(g)  Rights  to  revoke  or  amend.  This 
order  may  be  revoked,  modified,  or 
amended  at  any  time  by  the  Price  Ad¬ 
ministrator  or  the  Regional  Administra¬ 
tor. 

Effective  date.  This  Order  No.  G-90 
shall  become  effective  on  the  16th  day  of 
November  1945. 

Issued  this  16th  day  of  November  1945. 

Joseph  W.  Penfold, 
Acting  Regional  Administrator. 

[P.  R.  Doc,  45-21622;  Filed.  Nov.  30,  1945: 

4:39  p.  m.l 


(Region  VII  Order  G-91  Under  MPR  1881 
Aircraft  Mechanics,  Inc. 

Order  No.  G-91  under  Maximum  Price 
Regulation  No.  188,  revised  maximum 
prices  for  certain  durable  goods  manu- 


When  sold  by— 

Model 

No. 

Manuiacturer  to  whole¬ 
saler  or  jobber 

Manufacturer,  whole¬ 
saler  or  H^ber  to 
retailer 

Any 

seller  to 
ultimate 
consumer 

Tof  Mem 

1 

$4.00  each _ 

$5.00  each . 

Each 

$8.50 

7 

$14.40  per  dozen _ 

$18.00  per  dozen . 

2.50 

s 

$1.80  each . 

$2.25  each . 

3.75 

10 

$11.50  per  dozen . . 

$14.40  per  dozen . 

2.00 

11 

$1.80  each _ 

$2.25  each . 

3.75 

1C 

$5.76  per  dozen . . 

$7.30  per  dozen . 

1.00 

Jurenile  furniture  Hems 

2 

$2.16  each _ 

$2.70  each . 

4.50 

3 

$1.42  each _ _ 

$1.77  each . 

2.95 

4 

$1.66  each _ 

$1.95  each . 

3. 25 

8 

$4.00  each _ _ 

6.65 

(11)  Combination  table,  chair  and  tojr  box.. 

14 

$5.73  each . 

$7.16  each _ 

11.95 

J 
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factured  by  Aircraft  Mechanics,  Inc., 
Colorado  Springs,  Colorado,  when  sold 
by  the  manufacturer  and  specified  re¬ 
sellers,  Docket  No.  7-188-157-1. 

Pursuant  to  the  Emergency  Price  Con¬ 
trol  Ac^  of  1942,  as  amended,  the  Stabil¬ 
ization  Act  of  1942,  as  amended,  and 
§§  1499.157  and  1499.158a  of  Maximum 
Price  Regulation  No.  188,  and  for  the 
reasons  set  forth  in  the  accompanying 
opinion,  this  Order  No.  G-91  is  issued. 

(a)  What  this  order  does.  This  Order 
No.  G-91  revises  maximum  prices  for 
certain  durable  goods  manufactured  by 
Aircraft  Mechanics,  Inc.,  of  Colorado 
Springs,  Colorado,  as  established  by  said 
manufacturer  under  the  third  pricing 
method  for  sales  made  at  the  specified 
levels. 

(b)  Revised  maximum  prices.  Upon 
and  after  the  effective  date  of  this  Or¬ 
der  No.  G-91,  the  maximum  prices  for 
the  articles  named  below  and  manufac¬ 
tured  by  Aircraft  Mechanics,  Inc.,  of  3200 
North  Nevada  Avenue,  Colorado  Springs, 
Colorado,  in  accordance  with  the  speci¬ 
fications  set  forth  in  the  Third  Pricing 
Method  Reports  of  said  manufacturer 
now  on  file  in  this  Regional  Office  as  a 
part  of  the  record  in  this  case,  shall  be 
as  follows: 

(1)  When  sold  by  the  manufacturer 
to  a  jobber  or  a  wholesaler: 

Each 

Metal  card  table _ $3. 15 

Folding  lawn  chair _ _  6. 28 

(2)  When  sold  by  the  manufacturer, 

a  jobber  or  a  wholesaler  to  a  retailer: 

Each 

Metal  card  table _ $3. 93 

Folding  lawn  chair _  6.  60 

(3)  When  sold  by  any  seller  to  an  ul¬ 
timate  consumer  or  user: 

Each 

Metal  card  table _ $6.  60 

Folding  lawn  chair _ 10. 93 

Note:  (i)  The  maximum  prices  as  above 

set  forth  for  sales  other  than  sales  to  ul¬ 
timate  consumers  are  subject  to  a  discount 
of  2%  for  payment  within  10  days  from 
date  of  invoice. 

(IL)  The  above  prices  are  for  sales  f.  o.  b. 
Bhipping  point  and  Include  all  costs  incident 
to  wrapping,  packing,  boxing,  and  carting. 

(c)  Notice  to  be  given  purchasers  for 

resale  and  tagging  with  maximum  price 
at  retail  level.  When  the  manufacturer 
or  any  other  seller  makes  a  first  sale  un¬ 
der  this  Order  No.  G-91  to  a  person  who 
purchases  it  for  resale,  other  than  at  the 
retail  level,  he  must  show  upon  the  in¬ 
voice  or  on  a  separate  slip  or  rider  at¬ 
tached  thereto  the  applicable  resale  price 
as  set  forth  in  paragraph  (b)  above.  The 
manufacturer  must  attach  to  each  of  the 
articles  in  question,  by  any  suitable 
means,  a  tag  or  label  plainly  marked 
“Maximum  price  when  sold  by  any  seller 
to  an  ultimate  consumer  or  user,  $ _ ” 

(d)  Applicability  of  other  regulations. 
The  maximum  prices  established  by  this 
Order  No.  G-91  for  sales  of  the  commod¬ 
ities  in  question  at  the  specified  levels 
supersede  all  other  maximum  price  reg¬ 
ulations. 

(e)  Geographical  applicability.  The 
Maximum  prices  authorized  by  this  Or¬ 
der  No.  G-91  for  resellers  are  applicable 
only  to  sales  made  within  this  Region 
VII,  which  includes  the  States  of  Colo¬ 


rado,  Montana,  New  Mexico,  Utah,  and 
Wyoming,  and  all  that  part  of  the  State 
of  Idaho  lying  south  of  the  southern 
boundary  of  Idaho  County,  the  County 
of  Malheur  in  the  State  of  Oregon,  and 
all  that  part  of  the  Counties  of  Mohave 
and  Coconino  in  the  State  of  Arizona 
lying  north  of  the  Colorado  River. 

(f)  Licensing.  The  provisions  of  Li¬ 
censing  Order  No.  1,  licensing  all  persons 
who  makes  sales  under  price  control, 
are  applicable  to  all  sellers  subject  to  this 
regulation  or  order.  A  seller’s  license 
may  be  suspended  for  violation  of  the 
license  or  of  one  or  more  applicable  price 
schedules  or  regulations.  A  person  whose 
license  is  suspended  may  not,  during  the 
period  of  suspension,  make  any  sale  for 
which  his  license  has  been  suspended. 

(g)  Right  to  revoke  or  amend.  This 
order  may  be  revoked,  modified,  or 
amended  at  any  time  by  the  Price  Ad¬ 
ministrator  or  the  Regional  Adminis¬ 
trator. 

Effective  date.  Tliis  Order  No.  G-91 
shall  become  effective  on  the  16th  day  of 
November,  1945. 

Issued  this  16th  day  of  November  1945. 

Joseph  W.  Penfold, 
Acting  Regional  Administrator. 

[P.  R.  Doc.  45-21623:  Filed,  Nov.  30,  1945; 

4:39  p.  m.] 


[Region  VIII  Order  G-2  Under  MPR  692] 
Concrete  Building  Blocks  in  Arizona 

For  the  reasons  set  forth 'in  the  ac¬ 
companying  opinion  and  under  the 
authority  vested  in  the  Regional  Admin¬ 
istrator  of  the  Office  of  Price  Adminis¬ 
tration  by  section  23  of  Maximum  Price 
Regulation  No.  592,  it  is  hereby  ordered: 

(a)  Geographical  applicability.  This 
order  shall  apply  to  the  State  of  Ari¬ 
zona,  except  those  portions  of  Coconino 
and  Mohave  Counties  lying  north  of  the 
Colorado  River. 

(b)  Adjusted  maximum  prices.  The 
•adjusted  maximum  prices  of  concrete 
building  blocks  with  minimum  com¬ 
pressive  strength  1,000  psl  (ASTM)  in 
the  above  described  area  shall  be  as 
follows; 


Dimension 

F.  0.  b.  plant- 
maximum  price 
per  1,000  blocks  > 

Additions  for  de¬ 
livery— Miles  from 
producers  plant 

k 

o 

? 

H 

Cap 

2 

o 

CQ 

Lesstban 
5  miles 

6-10  miles 
miles 

Over  10 
miles 

3W"x2"x8"... 

$12.60 

$3 

$4 

|5 

3H”  I  2”  X  12"„. 

25.00 

6 

7 

9 

35k''  I  4"  X  12"„. 

^6 

$45 

55.00 

6 

8 

10 

35«"  X  6"  X  12".„ 

53 

58 

75.00 

7 

10 

13 

35k"  X  8"  X  12".„ 

64 

68 

90.00 

8 

12 

16 

45»"  X  8"  X  12"... 

78 

77 

95.00 

9 

14 

19 

>  A  block  90%  solid  with  interlocking  lugs  and  recesses 
may  be  priced  as  solid. 


(c)  Other  sizes.  The  adjusted  maxi¬ 
mum  price  of  a  concrete  building  block 
of  any  size  not  listed  in  paragraph  (b) 
shall  be  the  adjusted  maximum  price 
provided  in  that  paragraph  for  the  near- 
*est  size  of  the  same  type  (that  is,  either 


hollow,  cap  or  solid)  multiplied  by  the 
ratio  of  the  cubic  content  of  the  unlisted 
block  and  cubic  content  of  the  compara¬ 
ble  block. 

(d)  Invoicing  requirements.  Every 
person  making  sales  subject  to  this  order 
shall  certify  on  his  invoice  or  sales  tag 
that  the  price  charged  does  not  exceed 
the  price  permitted  by  this  order  and 
shall  separately  show  any  additional 
charges  made  for  delivery. 

(e)  Effect  of  this  order.  The  maxi¬ 
mum  prices  established  by  this  order  su¬ 
persede  all  other  maximum  prices  estab¬ 
lished  under  Maximum  Price  Regulations 
No.  592  or  No.  188  for  sales  and  deliveries 
covered  hereby,  whether  such  other  max¬ 
imum  prices  were  established  by  indi¬ 
vidual  pricing  order  or  otherwise. 

(f)  This  order  may  be  revoked, 
amended,  or  corrected  at  any  time.  This 
order  shall  become  effective  November 
22,  1945. 

Issued  this  13th  day  of  November  1945. 

Guy  R.  Kinsley, 
Acting  Regional  Administrator. 

[F.  R.  Doc.  45-21633;  Filed,  Nov.  30,  1945; 

4:34  p.  m.] 


[Region  ym  Order  G-12  Under  MPR  329, 
Arndt.  13] 

Fluid  Milk  in  San  Francisco  Region 

An  opinion  accompanying  this  amend¬ 
ment  has  been  issued  simultaneously 
herewith. 

In  paragraph  (a)  (1)  the  table  of 
prices  under  the  heading  “State  of  Ore¬ 
gon”  is  amended  in  the  following  respect: 

(a)  The  item  “Benton  County”  is 
amended  to  read  as  follows: 

Benton  County  (except  the  city  of 


Corvallis) _  $0.85 

City  of  Corvallis _  .90 

(b)  The  item  “Linn  County”  is 
amended  to  read  as  follows: 

Linn  County  (except  the  cities  of  Al¬ 
bany  and  Lebanon) _ $0. 85 

Cities  of  Albany  and  Lebanon -  .90 

(c)  'Hie  item  “city  of  Salem”  is 
amended  to  read  as  follows: 

City  of  Salem _ $0.90 


(d)  The  item  “Washington  County 
(except  the  Town  of  Hillsboro)  ”  and  the 
item  “The  Town  of  Hillsboro”  are 
amended  to  read,  respectively,  as  follows: 

Washington  County  (except  the  towns 

of  Hillsboro  and  Forrest  Grove) - $0.85 

Towns  of  Hillsboro  and  Forrest  Grove-  .  90 

'This  amendment  shall  become  effective 
November  20,  1945. 

Issued  this  13th  day  of  November  1945. 

Guy  R.  Kinsley, 
Acting  Regional  Administrator. 

Approved; 

Aldon  D.  Hurley, 

Acting  Officer  in  Charge.  Dairy 
Branch.  Western  Region. 
Production  and  Marketing 
Administration.  United  States 
Department  of  Agriculture. 

[F.  R.  Doc.  45-21627;  Filed,  Nov.  30,  1945; 
4:40  p.  m.] 
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[Region  VIII  Order  G-3  Under  Supp.  Ser. 

Reg.  471 

Retail  Shoe  Repair  Services  in  Oxttstats 
Oregon  Area 

For  the  reasons  set  forth  in  an  opinion. 
Issued  simultaneously  herewith,  and  un¬ 
der  the  authority  vested  in  the  Regional 
Administrator  by  §  1499.680  (a)  of  Sup¬ 
plementary  Service  Regulation  No.  47  to 
Revised  Maximum  Price  Regulation  No. 
165,  it  is  hereby  ordered : 

Section  1.  Retail  shoe  repair  services  in 
the  outstate  Oregon  area — (a)  Maximum 
prices.  On  and  after  October  31,  1945, 
and  notwithstanding  the  pricing  provi¬ 
sions  of  Revised  Maximum  Price  Regula¬ 
tion  No.  165,  and  regardless  of  any  pre¬ 
vious  regulation,  order  (including  an  or¬ 
der  authorizing  a  price  adjustment),  or 
approval,  no  seller  in  the  outstate  Oregon 
area  may  sell  or  offer  to  sell  the  shoe 
repair  services  for  which  prices  are  es¬ 
tablished  in  this  order  at  prices  higher 
than  those  listed  in  Table  1  below. 


Table  1— Maximum  Fuces  foe  Ketaii.  Shoe  Repair 
Services  in  tue  Outstate  Oregon  Area 
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Leather  kalf-eole  eerricet 

Per 

1 

Per 

Per 

Per 

Men’s  end  boys’  4-incb  or 

pair 

i 

pair 

pair 

lighter  leather  or  equal _ 

11.26 

;!.00 

Men’s  and  boys’  with  4H- 

inch  or  heavier  leather  or 
equal _ _ _ 

L60 

1.26 

Women’s,  girls’,  and  chil¬ 
dren’s  naikNl  in  aU  weights 

i 

of  leather . 

a  00 

10.96 

W’omen’s,  girls’,  and  chll- 

dren’s  sewed  in  all  weights 
of  leather _ _ 

1.26 

1.00 

1 

Women’s,  girls’,  and  chil- 

dren’s  cemented,  in  all 
weights  of  leather . 

1.86 

LIO 

Additional  charges  in  the  fol- 

lowing  amounts  may  be 
added  for: 

Premium  leather— wh Ich 

must  be  stamped  with  one 
of  the  foUowing  terms: 

Prime,  fine,  8.  B.  prime, 
X-Dne,  fine-F,  extra  fine, 
X-prlme,  Y-fine,  prime  P, 
prime  X,  fine  £,  Govern- 

ment  selection,  military 
selection,  or  Aray  selection. 

.26 

.26 

.16 

.16 

When  an  additional  charge  is 

made  for  premium  leather, 
the  seller  must  give  a  sales 
slip,  or  otherwise  identify 

by  a  special  marker,  deno¬ 
ting  that  a  premium  grade 
leather  hss  been  used  in  a 
half-soling  service: 

Men’s  and  large  boys' 

finished  leather  half-soles 
wider  than  4H  linear 
Inches,  measured  any  place 
on  the  sole  at  right  angles 

i 

to  the  length;  or  longer 
than  6^  linear  inches. 

measured  from  the  center 
of  the  shank  to  the  center 
of  the  toe;  or  both _ _ 

.28 

\ 

Women’s  and  girls’  finished 

leather  half-soles  wider 
than  8^  linear  indies, 
aaeasured  any  place  on  the 

1 

sole  at  right  angles  to  the 
length  or  longer  than  6H 
Hnear  Inches,  measorM 
from  the  center  of  the 

i 

shank  to  the  center  of  the 
toe;  or  both . . 

! 

1 _ ...... 

.16 

Table  1— Maximum  Prkxs  for  Retaii  Shoe  Repair 
Srbtkrs  in  the  Outstate  Oregon  Area— Con. 


Men’s  and  boys’  shoes 
larger  than  site  8)4 

CO 

“S 

O 

A 

Women’s  rwid  girls 
shoes  larger  than 
site  13 

Children’s  shoes  small¬ 
er  than  site  13>4 

Competition,  ru66er,  or  fiber 
terncet 

Competitive  grade,  lOH  iron. 
Standard  grade,  loji  iron.... 

Super  grade,  10J4  iron . 

Flat  curd  gr^e,  10>y  iron.... 
Cord-on-end  and  cord  Insert 
grades,  1014  iron  . . 

CH- 

Per 

jfmir 

?0.90 

1.00 

1.  10 
L20 

L30 

Per 

pair 

$0.90 

1.00 

1.  10 
1.20 

1.30 

Per 

pair 

$0.75 

.W 

.95 

1.05 

LIO 

Note:  l)eductions  In  the 
following  amounts  must  be 
made  for  9  iron _ _ 

.10 

.10 

None 

.10 

Additional  charges  in  the 
following  amounts  may  be 
made  for: 

Heavy  (12  iron)  in  above 
grades _ _ 

.10 

.10 

.10 

i 

1 

.10 

Extra  heavy  (14  iron)  in 

.20 

Size  12  tap  or  larger  in  above 
grades . . . 

.16 

.15 

.l.l 

.16 

Brown  in  above  grades _ 

.15 

.15 

.15 

.15 

Full  soles  in  above  grades.... 

.65 

.66 

.60 

i 

CompoSrttt  katf-tUe  terticet 

Group  A  grades: 

Men’s  and  boys’  half-soles. 
Women’s,  girls’,  and  chil¬ 
dren’s: 

1.76 

1.60 

1.16 

1.10 

1.40 

1.15 

1.60 

1.25 

Leather  keel  teraicet 

i 

Large-broad,  low  type;  one 
full  lift,  with  or  without 
block,  wedge,  or  skiving, 
equal  to  one  lift _ 

.66 

.50 

.60 

.40 

Medium-Cuban  type;  one 
full  lift 

.40 

.36 

Small-spike  type;  one  full  lift. 
Additional  ebuges  in  the 
foUowing  ^.mounts  may  be 
added  for  leveling  women’s 

_ 

.30 

.10 

Prices  for  leather  heels  serv¬ 
ices  not  listed  above  are  the 
maximum  prices  charged 
by  the  seUer  in  March  1912. 

Leather  toe  tip  tervieet 

.60 

.40 

.36 

.85 

Sewed  .  .  _  . . 

.65 

.46 

.40 

.36 

Cemented _ 

.60 

.60 

.46 

.45 

Rclasting  with  fitted  wooden  lasts:  When  shoes  are 
relasted  with  fitted  wooden  lasts  in  conjunction  with  a 
soling  service  listed  in  Table  i  above,  such  soling  service 
shall  be  subject  to  the  provisions  of  Revised  Maximum 
I’ricc  lieguiation  No.  166. 

Sec.  2.  Definitions,  (a)  The  term 
“Outstate  Oregon  area”  shall  include  all 
counties  in  Oregon,  except  Malheur 
County,  and  that  portion  of  Multnomah 
County  which  is  included  in  Order  No. 
C3^-4.  The  term  ‘‘Outstate  Oregon  area” 
shall  also  include  Klickitat,  ^amania, 
Cowlitz  and  Wahkiakum  Counties  in  the 
State  of  Washington;  and  that  portion 
of  Clark  County,  Washington,  which  is 
not  included  in  Order  No.  G-4.  The 
term  “Outstate  Oregon  area”  shall  also 
include  the  following  part  of  Pacific 
County,  Washington:  That  part  of  Pa¬ 
cific  County  territory  on  the  peninsula 
south  of  OysterviUe  and  that  part  of 
Pacific  County  south  of  a  line  dmwn 
east  from  Johnson’s  Lending  on  the 
mainland  to  the  northwest  boundary  of 


Wahkiakum  County,  State  of  Wash¬ 
ington. 

(b)  “Half-sole  service’*  means  the  at¬ 
tachment  of  all  half-soles  regardless  of 
the  method  used.  The  term  includes  all 
operations,  materials  and  preparatory 
services  for  a  half -sole  job  including  the 
following  for  which  no  additional  charges 
may  be  made:  replacing  and  renewing 
all  filler  material  and  friction  strips; 
repairing  or  replacing  only  a  part  of  an 
innersole;  repositioning  loose  covered 
arch  suwwrt;  reseating  or  tightening 
shank  piece;  attaching  a  loose  welt  by 
tacking;  reattaching  an  upper  pulled 
loose  from  a  non- welt  shoe;  patching 
upper  at  sole  line;  when  not  in  the  toe 
box  area;  reattaching  any  loose  portion 
of  a  sole  in  the  shank  area;  picking 
stitches;  any  bottom  finish;  invisible 
shank;  reattaching  a  loose  heel  breast¬ 
ing;  resetting  old  sock  lining;  treating 
of  leather. 

The  following  shall  not  be  considered 
part  of  a  half-sole  service;  repairing  or 
replacing  CSoodyear  welt;  or  attaching 
a  pulled  loose  welt  by  sewing;  inserting 
a  new  lull  innersole;  repairing  a  broken 
shank  piece,  or  inserting  a  new  shank 
piece,  repairing  or  replacing  toe  box. 

(c)  “Shoe  repair  services”  means  the 
repair  of  footwear  designed  for  general 
street  or  outdoor  use,  heavy  work  shoes, 
and  any  other  t3rpes  of  footwear  speci¬ 
fied  in  this  area  order.  The  term  does 
not  include,  the  special  repair  services 
required  for  occupational  footwear,  such 

as  cowboys’  boots,  loggers’  shoes,  safety  I 
shoes,  etc.,  unless  specified  in  this  field  | 
order.  , 

(d)  "Group  ‘A’  Half-soles”  means  Neo-  j 
lite  Brand  manufactured  by  the  Good¬ 
year  Tire  and  Rubber  Company. 

(e)  The  definitions  of  “Pine  grade 
leather”  and  “Prime  grade  leather”  as 
used  in  Supplementary  Service  Regula¬ 
tion  No.  47  shall  not  apply  to  the  shoe 
repair  services  subject  to  this  order. 

Sec.  3.  Applicability  of  other  regula¬ 
tions.  Except  as  provided  to  the  con¬ 
trary,  all  other  provisions.  Including  the 
definitions,  of  Supplementary  Service 
Regulation  No.  47  and  Revised  Maximum 
Price  Regulation  No.  165  shall  apply  to 
the  shoe  repair  service  suppliers  sub¬ 
ject  to  this  order.  Other  shoe  repair 
services  not  listed  in  this  order  shall  re¬ 
main  subject  to  the  provisions  of  Revised 
Maximum  Price  Regulation  No.  165 
(Services)  and  Maximum  Price  Regula¬ 
tion  No.  200  (Rubber  Heels  and  Soles  in 
the  Shoe  Repair  Trade),  whichever  is 
applicable. 

Sec.  4.  Posting.  Every  seller  in  the 
outstate  Oregon  area  subject  to  this  area 
order  shall  within  15  days  after  the  ef¬ 
fective  date  of  this  area  order,  post  on 
his  premises  in  such  a  place  and  manner 
as  to  be  plainly  visible  to  the  purchasing 
public,  a  poster  to  be  supplied  by  the 
Office  of  Price  Administration,  setting 
forth  the  maximum  prices  established  by 
this  area  order. 

Sec.  B.  This  order  may  be  revoked, 
amended  or  corrected  at  any  time. 
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This  order  shall  become  effective 
tober  31,  1945. 

Issued  this  24th  day  of  October  1945. 

Ward  Cox, 

Acting  Regional  Administrator. 

[P.  R.  Doc.  45-21615;  Plied,  Nov.  30,  1945; 
4:33  p.  m.] 


[Region  VIII  Order  G-4  Under  Supp.  Ser. 

Reg.  47] 

Retail  Shoe  Repair  Services  in  Port¬ 
land,  Oreg.,  Area 

For  the  reasons  set  forth  in  an  opin¬ 
ion  issued  simultaneously  herewith,  and 
under  the  authority  vested  in  the  Re¬ 
gional  Administrator  of  the  Office  of 
Price  Administration  by  §  1499.680  (a) 
of  Supplementary  Service  Regulation  No. 
47  to  Revised  Maximum  Price  Regula¬ 
tion  No.  165,  it  is  hereby  ordered: 

Section  1.  Retail  shoe  repair  services 
in  the  Portland.  Oregon,  area — (a)  Max~ 
imum  prices.  On  and  after  October  31, 
1945,  and  notwithstanding  the  pricing 
provisions  of  Revised  Maximum  Price 
Regulation  No.  165,  and  regardless  of 
any  previous  regulation,  order  (includ¬ 
ing  an  order  authorizing  a  price  adjust¬ 
ment),  or  approval,  no  seller  in  the 
Portland,  Oregon,  Area  may  sell  or  offer 
to  sell  the  shoe  repair  services  for  which 
prices  are  established  in  this  order  at 
prices  higher  than  those  listed  in  Table  1 
below. 

Table  1 — MAXtwuM  Prices  for  Retah.  Shoe  Repair 
Services  in  the  Portland,  Oregon  Area 


•Sj 
§  i 


Ltather  half-sole  sertices 

J^en’s  and  boys’  4  inch  or 

lighter  leather  or  equal . 

Men’s  and  boys’  with  4V4 
Inch  or  heavier  leather  or 

equal . 

Women’s,  girls’,  and  child¬ 
ren’s  nailed,  in  all  weights 

of  leather . . . 

Women’s,  girls’,  and  child¬ 
ren’s  sewed,  in  all  weights 

of  leather . 

Women’s,  girls’,  and  child¬ 
ren’s  cemented,  in  all 

weights  of  leather . 

Additional  cliarges  in  the 
following  amounts  may  be 
added  for; 

rremium  leather  —  which 
must  be  stamped  with  one 
of  the  following  terms: 
Prime,  fine,  P.  B.  prime, 
X-flne,  extra  fine,  X- 
prime,  Y-flne,  prime-F, 
ime-F,  prinie-X,  fine-E, 
Government  selection,  mil¬ 
itary  selection,  or  Army 

selection . . . 

(^yhen  an  additional  cliargc 
is  made  for  premium  leather 
the  seller  must  give  a  sales 
slip,  or  otherwise  identify 
by  a  sitecial  marker,  denot¬ 
ing  that  a  premium  grade 
leal  her  has  been  msed  in  a 
half-soling  servic-e.) 
e  I's  and  large  boys’  finished 
leather  half-soles  wider 
than  4*4  linear  inches  meas¬ 
ured  any  place  on  the  sole 
at  right  anglK  to  the  length ; 
or  longer  than  6J4  linear 
inches,  measured  from  the 
center  of  the  shank  to  the 
center  of  the  toe;  or  both... 

No.  237 - 6 


Per 

pair 

$1.50 


1.76 


Per 

pair 

$1.25 


1.60 


.26 


.25 


n 

•S  CC 
.•fl 

<n  SS 

S  O 


•9  M 


ili 

o  Oi  S 

is 


.25 


Per 

pair 


$1.26 

1.50 

1.60 


.16 


*3 


£- 

2b 


Per 

pair 


$1.20 

1.26 

1.86 


.18 


Table  1— Maxiuvii  Prices  fob  Retail  Shoe  Repair 
Serticu  qi  thb  Pobtlamd,  Oregon  Abba— Con. 
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Leather  half-sole  services— Con. 

Women’s  and  girls’  finished 
leather  half  soles  wider  than 
3^  linear  inches,  measured 
any  place  on  the  sole  at 
right  angles  to  the  length; 
or  longer  than  6}i  linear 
inches,  measured  from  the 
center  of  the  shank  to  the 
center  of  the  toe;  or  both... 


Composition,  rubber  or  fiber 
half-sole  services 

Competitive  grade,  10}i  iron. 

Standard  grade,  ViH  fron _ 

Sufier  grade,  lOH  iron . 

Flat  cord  grade,  10 iron'.... 
Cord-on-end  and  cord  insert 

grades,  WA  iron . 

Note:  Deductions  in  the  fol¬ 
lowing  amounts  must  be 

be  made  for  9  iron . 

Additional  charges  in  the 
following  amounts  may 
be  made  for; 

Heavy  (12  iron)  in  above 

grades . 

Extra  heavy  (14  iron)  in 

above  grades . . 

Size  12  tap,  or  larger,  in 

above  grades . . 

Brown  in  above  grades . 

Full  soles  in  above  grades. 


Per 

pair 


Per 

pair 


$1.40 

1.50 

1.60 

1.70 

1.80 


.10 


$1. 15 
1.25 
1. 36 
1.45 

1.55 


.10 


.10 


Per 

pair 

$0.15 


1. 15 
1.26 
1. 35 
1. 46 

1.55 


.10 


Compo-dress  half-sole  services 

Group  .A  grades: 

Men’s  and  boys’  half-soles 
Women’s,  girls’,  and  chil¬ 
dren’s;* 

Nailed . . 

Pepewed . . 

Cemented . 


.20 

.15 

.15 

.65 


2.00 


1.75 


Leather  heel  urtices 

Large-broad,  low  type;  one 
full  lift,  with  or  without 
block,  wedge,  or  skiving, 

equal  to  one  lift . 

Medium-Cuban  type;  one 

full  lift . . 

Small-spike  type;  one  full 

lift . . 

Additional  charges  in  the 
following  amomits  may  be 
added  for;  leveling  women’s 

covered  heels . 

Prices  for  leather  heels  serv¬ 
ices  not  lusted  above  are 
the  maximum  prices  charg¬ 
ed  by  the  seller  in  March 
1942. 

Leather  toe  tip  services 


Nailed . 

Sewed . 

Cemented. 


,75 


.60 


.45 

.50 

.65 


.16 

.15 

.60 


1.40 

1.65 

1.75 


.50 

.40 

.35 

.10 


Per 

pair 


.45 

.50 

.66 


$1.00 

1.10 

1.20 

1.30 

1.35 


.10 


.10 


1.35 

1.40 

1.50 


.40 

.35 


.45 

.46 

.65 


Relasting  with  fitted  wooden  lasts;  When  shoes  are 
relasted  with  fitted  wooden  lasts  in  conjunction  with 
a  .soling  service  listed  in  table  1  above,  such  soling  serv¬ 
ice  shall  be  subject  to  the  provisions  of  Revised  Maxi¬ 
mum  Price  Regulation  No.  165. 

Sec.  2.  Definitions,  (a)  The  term 
“Portland,  Oregon  Area”  means  the  area 
that  lies  within  the  corporate  limits  of 
the  cities  of  Portland,  Oregon,  and  Van¬ 
couver,  Washington.  The  term  “Port¬ 
land,  Oregon  Area”  shall  also  include  the 
following  Federal  Housing  Authority 
projects. 

(1)  Vanport  and  East  Vanport,  Ore¬ 
gon. 

(2)  McLoughlin  Heights.  Washington. 

(3)  Fruit  Valley,  Washington. 

(4)  Ogden  Meadows,  Washington. 

(5)  Bagley  Downs,  Washington, 


(b)  “Half-sole  service”  means  the  at¬ 
tachment  of  all  half-soles  regardless  of 
the  method  used.  The  term  includes  all 
operations,  materials  and  preparatory 
services  for  a  half-sole  job  Including  the 
following  for  which  no  additional  charges 
may  be  made:  Replacing  and  renewing 
all  filler  material  and  friction  strips;  re¬ 
pairing  or  replacing  only  a  part  of  an 
innersole;  repositioning  loose  covered 
arch  support;  reseating  or  tightening 
shank  piece;  attaching  a  loose  welt  by 
tacking;  reattaching  an  upper  pulled 
loose  from  a  non-welt  shoe;  patching 
upper  at  the  sole  line;  when  not  in  the  toe 
box  area;  reattaching  any  loose  portion 
of  a  sole  in  the  shank  area;  picking 
stitches;  any  bpttom  finish;  invisible 
shank;  reattaching  loose  heel  breasting; 
resetting  old  sock  lining;  treating  of 
leather.  The  following  shall  not  be  con¬ 
sidered  part  of  a  half-sole  service;  repair¬ 
ing  Or  replacing  Goodyear  welt;  or  at¬ 
taching  a  pulled  loose  welt  by  sewing; 
inserting  a  new  full  innersole;  repairing 
a  broken  shank  piece,  or  inserting  a  new 
shank  piece,  repairing  or  replacing  toe 
box. 

(c)  “Shoe  repair  services”  means  the 
repair  of  footwear  designed  for  general 
street  or  outdoor  use,  heavy  work  shoes, 
and  any  other  types  of  footwear  specified 
In  this' area  order.  The  term  does  not 
include  the  special  repair  services  re¬ 
quired  for  occupational  footwear,  such 
as^  cowboys’  boots,  loggers’  shoes,  safety 
shoes,  etc.,  unless  specified  in  this  field 
order. 

(d)  “Group  ‘A’  Half-soles”  means  Ne- 
olite  Brand  manufactured  by  the  Good¬ 
year  Tire  and  Rubber  Company. 

(e)  The  definitions  of  “Fine  grade 
leather”  and  “Prime  grade  leather”  as 
used  in  Supplementary  Service  Regula¬ 
tion  No.  47  shall  not  apply  to  the  shoe 
repair  services  subject  to  this  order. 

Sec.,  3.  Applicability  of  other  regular 
tions.  Except  as  provided  to  the  con¬ 
trary,  all  other  provisions,  including  the 
definitions,  of  Supplementary  Service 
Regulation  No.  47  and  Revised  Maximum 
Price  Regulation  No.  165  shall  apply  to 
the  shoe  repair  service  suppliers  subject 
to  this  order.  Other  shoe  repair  services 
not  listed  in  this  order  shall  remain  sub¬ 
ject  to  the  provisions  of  Revised  Max¬ 
imum  Price  Regulation  No.  165  (Serv¬ 
ices),  and  Maximum  Price  Regulation 
No.  200  (Rubber  Heels  and  Soles  in  the 
Shoe  Repair  Trade),  whichever  is  ap¬ 
plicable. 

Sec.  4.  Posting.  Every  seller  in  the 
Portland,  Oregon  Area  subject  to  this 
area  order  shall  within  15  days  after  the 
effective  date  of  this  area  order  post 
on  his  premises  in  such  a  place  and  man¬ 
ner  as  o  be  plainly  visible  to  the  pur¬ 
chasing  public,  a  poster  to  be  supplied 
by  the  Office  of  Price  Administration, 
setting  forth  the  maximum  prices  es¬ 
tablished  by  this  area  order. 

Sec.  5.  This  order  may  be  revoked, 
corrected,  or  amended  at  any  time. 

This  order  shall  become  effective  Oc¬ 
tober  31,  1945. 

Issued  this  24th  day  of  October  1945. 

Ward  Cox, 

Acting  Regional  Administrator. 
[P.  R.  Doc.  43-21816;  Piled.  Nov.  30,  1945l 
4:33  p.  m.] 
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(Begion  Vm  Order  G~2  Under  Supp.  8er.  Beg. 
47  J 

Rittail  Shoe  Repaik  Services  nr  Arizoica 
Area 

For  the  reasons  set  forth  in  an  opinion 
Issued  simultaneously  herewith  and  im* 
der  the  authority  vested  in  the  Regional 
Administrator  by  §  1499.680  (a)  of  'Sup¬ 
plementary  Service  Regulation  No.  47  to 
Revised  Maximum  Price  Regrulation  No. 
165,  it  is  hereby  ordered: 

Section  1.  Retail  shoe  repair  services 
in  the  Arizona  area — (a)  Maximum 
prices.  On  and  after  October  31,  1945, 
and  notwithstanding  the  pricing  provi¬ 
sions  of  Revised  Maximum  Price  Regu¬ 
lation  No.  165,  and  regardless  of  any 
previous  regulation,  order  (Including  an 
order  authorizing  a  price  adjustment), 
or  approval,  no  seller  in  the  Arizona  area 
may  sell  or  offer  to  sell  the  shoe  repair 
services  for  which  prices  are  established 
in  this  order  at  prices  higher  than  those 
listed  in  Table  1  below. 


Table  1— Maximum  Prices  for  Retail  Shoe 
Repair  Services  in  tbe  Arizona  Area 


Leatktr  kaif-Mie  terrieea 

Per  Per  Per  Per 
Men’s  and  boys’  4-inch  or  pair  pair  pair  pair 

lighter  leather  or  equal _ $L25  $1.00  . . 

Men’s  and  boys'  4^2-inch  or 

heavier  leather  or  equal -  1.50  L25  . . . 

Women’s,  girls’,  and  chil¬ 
dren’s  se«ed,  in  all  weights 

of  leather . . . $L  25  $1.00 

Women’s,  girls’,  and  chil¬ 
dren’s  nailed,  in  all  weights 

of  leather . . . .  . . .  1.00  .#5 

Women's,  girls’,  and  chil¬ 
dren's  cemented,  in  all 

weights  of  leather . . .  1.86  1, 10 

Additional  charges  in  the  fol¬ 
lowing  amounts  may  be 
added  for: 

Premium  leather— which 

must  be  stamped  with  one 
of  the  following  terms: 

I’rimc,  fine,  S.  B.  prime, 

X-flne,  extra-fine,  X-prime, 

Y-flne.  primo-F,  flnc-F 
prlme-X,  fine-tl,  Qovern- 
inent  selection,  military 
aelcction,  or  Army  selec¬ 
tion . 25  .  26  .15  .15 

OVhen  an  additionr.l  charge 
is  made  for  Precnium 
1/eat  her,  the  seller  must 
give  a  sales  slip,  or  other¬ 
wise  identify  by  a  special 
marker,  denoting  that  a 
iireniium  grade  leather  haa 
bei'u  used  in  a  half-soling 
service.) 

Men’s  and  large  boys’  fin¬ 
ished  leather  half-soles 
wider  than  4yj  linear 

inches,  measured  any  jilace  ^ 

on  the  sole  at  right  angles 

to  the  length;  or  longer 

than  lim'ar  inches, 

measured  from  tlie  center 

of  the  shank  to  the  center 

of  the  toe;  or  both . 26  ......  ......  .....^ 

Women’s  and  girls’  flni.shed 
leather  half-soles  wider 
than  3tti  linear  inches, 
measured  any  place  on  the 
sole  at  right  angles  to  the 
length;  or  longer  than  eW 
linear  inches,  measured 
from  the  center  of  the  shank 
to  tho  center  of  the  toe;  or 

Loth . 15  _ _ 


Table  1 — ^Maetkcv  Pbicxb  fob  Rbtatl  Rros 
Bbvaib  Bbeticbb  in  tbb  Arboma  Abba — Con. 


r  S  ‘3 


•—CO  "O  J- 
J3  5  M 
2  ® 


Men’s  HI 
larger 

o 

PQ 

Women’ 
shoes 
size  13 

Per 

Per 

Per 

potr 

\  pair 

pair 

$1.  15  i 

10.90 

$0.90 

1.25 

1.00 

1.00 

1.35 

1. 10 

1. 10 

1.45 

1.20 

1.20 

1.55 

1.30 

1.30 

.10 

.10 

None 

jCompotUion,  rubber,  or  fiber 

kalf-tole  tereicei  Per  Per  Per  Per 

pair  pair  pair  pair 

ComwUtive  nade,  lOH iron.  $i.  is  l|0.  SO  $0.  no  $0. 75 
Standard  grade,  lOj^ iron..,.  1.25  1.00  1.00  .85 

Super  grade,  lOH  iron .  1.3.5  1.10  l.  lO  .85 

Flat  cord  grade,  lOH  iron _  i.  45  1. 20  1. 20  1-05 

Cord-on-end  and  cord  insert 

grades,  lOH  iron .  1. 66  1. 30  1. 30  1 10 

Note:  Deductions  in  the  fol¬ 
lowing  amounts  must  be 

made  for  9  iron. . . 10  .10  None  •  10 

Additional  charges  In  the 
following  amounts  may 
be  made  for: 

Heavy  (12  iron)  in  above 

grades . 10  .10  .10  .10 

Extra  hravy  (14  iron)  in 

above  grades . 20  . . 

Size  12  tap,  or  larger,  in 

above  grades . 15  .15  .16  .15 

Brown  In  above  grades _  .15  .15  .15  .15 

Full  soles  in  above  grades.  .65  .  55  .  50  .  40 

Compo^rete  kalf-rola 
eerricet 

Group  A  grades: 

Men’s  and  boy.s’ half-soles.  1.75  1.50  _ _ _ 

Women’^s,  girls’  aud  chil¬ 
dren’s: 

Nailed .  1.15  LIO 

Sewed _ _ _ _  i.  40  1.15 

Cemented . . . .  1. 50  1-  25 

Leather  heel  teriicee 


Large— Broad,  low  types; 
oue  full  lift,  with  or  with¬ 
out  block,  wedge,  or  skiv¬ 
ing,  equal  to  one  lift . (K  .50  .50 

Medium- Cuban  tyix?,  one 

full  lift . . . .  .  40 

Small— Spike  type;  oue  full 

lift . 30 

Additional  charges  in  tlic  fol¬ 
lowing  amounts  may  be 
addetl  for  leveling  women’s 

covered  heels . . .  .  10 

Prices  for  leather  heels  serv¬ 
ices  not  listed  above  are  the 
maximum  prices  charged 
by  the  seller  In  March  1942. 


Leather  toe  tip  tervicee 

Nailed . 50  .  40  .  35  .  3.5 

Sewed _ _ _ .... _ ......  .55  .45  .40  .35 

Cemented _  .60  .  50  .  45  .  45 


Rolasting  with  fitted  wooden  lasts:  When  shoes  are 
relastcd  with  fitted  wooden  lasts  in  conjimetion  with  a 
soling  service  listed  in  table  I  above,  such  soling  service 
shall  be  subject  to  the  provisions  of  Revised  Maximum 
Price  Regulation  No.  165. 


Sec.  2.  Definitions,  (a)  The  term 
"Arizona  area”  means  all  the  State  of 
Arizona  except  those  portions  of  Mohave 
and  Coconino  Counties  lying  north  of  the 
Colorado  River. 

(b)  "Half-sole  service”  means  the  at¬ 
tachment  of  all  half-soles  regardless  of 
the  method  used.  The  term  includes  all 
operations,  materials  and  preparatory 
services  for  a  half -sole  job  including  the 
following  for  which  no  additional  charges 
may  be  made :  replacing  and  removing  all 
filler  material  and  friction  strips;  re¬ 
pairing  or  replacing  only  a  part  of  an 
Innersole;  repositioning  loose  covered 
arch  support;  reseating  or  tightening 
shank  pieces;  attaching  a  loose  welt  by 
tacking;  re-attaching  an  upper  pulled 
loose  from  a  non- welt  shoe;  patching  up¬ 


per  at  the  sole  Une;  when  not  in  the  toe 
box  area;  reattaching  any  loose  portion 
of  a  sole  in  the  shank  area;  picking 
stitches;  any  bottom  finish,  invisible 
shank;  re-attachlng  loose  heal  breasting; 
resetting  old  sock  lining,  treating  of 
leather.  Ihe  foflowing  shall  not  be  con¬ 
sidered  part  of  a  half -sole  service;  re¬ 
pairing  or  replacing,  Goodyear  welt;  or 
attaching  a  pulled  loose  welt  by  sewing; 
inserting  a  new  full  innersole  ;•  repairing 
a  broken  shank  piece,  or  inserting  a  new 
shank  piece,  repairing  or  replacing  toe 
box. 

(c)  "Shoe  repair  services”  means  the 
repair  of  footwear  designed  for  general 
street  or  outdoor  use.  heavy  work  shoes, 
and  any  other  type  of  footwear  specified 
in  this  area  order.  The  term  doesn’t  in¬ 
clude  the  special  repair  services  required 
for  occupational  footwear,  such  as  cow¬ 
boys’  boots,  leggers’  shoes,  safety  shoes, 
etc.',  unless  specified  in  this  field  order. 

(d)  “Group  ‘A’  half -soles”  means  the 
Neolite  Brand  manufactured  by  the 
Goodyear  'Tire  and  Rubber  Company. 

(e)  The  definitions  of  “Pine  grade 
leather”  and  “Prime  grade  leather”  as 
used  in  Supplementary  Service  Regula¬ 
tion  No.  47  shall  not  apply  to  the  shoe 
repair  services  subject  to  this  order. 

Sec.  3.  Applicability  of  other  regula¬ 
tions.  Except  as  provided  to  the  con¬ 
trary,  all  other  provisions,  including  the 
definitions,  of  Supplementary  Service 
Regulation  No.  47  and  Revised  Maximum 
Price  Regulation  No.  165  shall  apply  to 
tbe  shoe  repair  service  suppliers  subject 
to  this  order.  Other  shoe  repair  services 
not  listed  in  this  order  shall  remain  sub¬ 
ject  to  the  provisions  of  Revised  Maxi¬ 
mum  Price  Regulation  No.  165  (Serv¬ 
ices)  and  Maximum  Price  Regulation  No. 
200  (Rubber  Heels  and  Soles  in  the  Shoe 
Repair  Trade),  whichever  is  applicable. 

Sec.  4.  Posting.  Every  seller  in  the 
Arizona  Area  subject  to  this  area  order 
shall  within  15  days  after  the  effective 
date  of  this  area  order,  post  on  his  prem¬ 
ises  in  such  a  place  and  manner  as  to  be 
plainly  visible  to  the  purchasing  public, 
a  poster  to  be  supplied  by  the  Office  of 
Price  Administration,  setting  forth  the 
maximum  prices  established  by  this  area 
order. 

Sec.  5.  This  order  may  be  revoked, 
amended,  or  corrected  at  any  time. 

This  order  shall  become  effective  Octo¬ 
ber  31,  1945. 

Issued  this  24th  day  of  October  1945. 

Ward  Cox, 

Acting  Regional  Administrator. 

[P.  R.  Doc.  45-21629;  Filed,  Nov.  30.  1945: 

4:41  p.  m.] 


[Region  Vm  Order  G-2  Under  Supp.  Ser.  Reg. 
47,  Corr.j 

Retail  Shoe  Repair  Services  in  Arizona 
Area 

On  October  24,  1945,  an  order  was  Is¬ 
sued  covering  shoe  repair  services  in  the 
State  of  Arizona.  By  mistake  this  order 
was  numbered  G-2,  instead  of  G-5.  Said 
order  is  hereby  corrected  to  read  as  fol- 
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Typ«  of  bayer 

Qaaotltles 

Maximum 

price 

Cash  discount 

All  _ .... _ 

Per  goUon 
$4.00 

3.50 
2.75 

2.50 
1.875 

5%  10th  prox. 

1)0. 

2%  10th  proi. 

Do. 

1%  10  days. 

Less  than  ISO  gallons _ 

60  gallons  or  more _ 

Carload  lots _ _ _ _ _ _ _ 

Non;  The  foreRoiDK  prIoM  are  for  sales  f.  o.  b.  seller’s  establishment  except  in  the  case  of  sales  to  distributors  for 
which  the  price  is  for  a  delivery  to  the  distributor’s  warehouse. 


lows:  “Order  No.  Q-5  under  Supplemen¬ 
tary  Service  Regulation  No.  47  to  Revised 
Maximum  Price  Regulation  No.  165,  re¬ 
tail  shoe  repair  services  In  the  Arizona 
Area.”  ^ 

Issued  this  7th  day  of  November  1945. 

Guy  R.  Kinsley, 
Acting  Regional  Administrator. 

[F.  R.  Doc.  45-21630;  Piled,  Nov.  30,  1945; 
4:41  p.  m.] 


[Region  VIII  Order  0-6  Under  RMPR  136, 
'  Aindt.  1) 

Balleart  Punch  Co. 

An  opinion  accompanying  this  amend¬ 
ment  has  been  issued  simultaneously 
herewith. 

Order  No.  G-6  under  Revised  Maxi¬ 
mum  Price  Regulation  No.  136  is  amend¬ 
ed  in  the  following  respect: 

1.  Paragraph  (d)  is  revoked. 

This  amendment  to  Order  No.  G^ 
shall  become  effective  November  16, 1945. 

Issued  this  14th  day  of  November  1945. 

Guy  R.  Kinsley, 
Acting  Regional  Administrator. 

[F.  R.  Doc.  45-21626;  Filed,  Nov.  30.  1945; 
4:40  p.  m.] 


[Region  VIII  Order  0-7  Under  MPR  188, 
Revocation  ] 

Concrete  Building  Blocks  in  Maricopa, 
Pima  and  Pinal*  Counties,  Ariz. 

For  the  reasons  set  forth  in  the  ac¬ 
companying  opinion  and  pursuant  to  au¬ 
thority  vested  in  the  Regional  Adminis¬ 
trator  of  the  Office  of  Price  Administra¬ 
tion  by  §  1499.161  (a)  (2)  of  Maximum 
Price  Regulation  No.  188,  Revised  Order 
No.  G-7  under  Maximum  Price  Regu¬ 
lation  No.  188  is  hereby  revoked. 

This  order  of  revocation  shall  become 
effective  {Jovember  22,  1945. 

Issued  this  13th  day  of  November  1945. 

Guy  R.  Kinsley, 
Acting  Regional  Administrator. 

[F.  R.  Doc.  45-21635;  Piled,  Nov.  80.  1945; 
4:35  p.  m.] 


[Region  VIII  Order  G-10  Under  MPR  188] 

Waterproofing  Compounds  in  San 
Francisco  Region 

For  the  reasorfs  set  forth  in  the  ac¬ 
companying  opinion  and  under  the  au¬ 
thority  vested  in  the  Regional  Adminis¬ 
trator  of  the  Office  of  Price  Administra¬ 
tion  by  §§  1499.158  and  1499.158a  of 
Maximum  Price  Regulation  No.  188;  It 
is  hereby  ordered: 

(a)  The  maximum  price  at  which  any 
person  may  sell  or  deliver  in  Region  VIII 
Master  Bond  Waterproof  Plaster  Bond 
and  Master  Bond  Waterproof  Builders’ 
Mastic,  manufactured  by  Graham  and 
Hlingson,  2369  Highland  Avenue,  Alta- 
aena,  California,  is  as  follows: 


(b)  Definitions: 

( 1 )  “Region  VIII”  means  the  States  of 
California,  Washington,  Nevada,  Oregon 
(except  Malheur  County),  and  Arizona 
(except  those  portions  of  Coconino 
County  and  Mohave  County  lying  north 
of  the  Colorado  River) ,  and  the  follow¬ 
ing  counties  in  the  State  of  Idaho: 
Benowah,  Bonner,  Boundary,  Clearwater, 
Kootenai,  Latah.  Lewis,  Nez  Perce,  Sho¬ 
shone,  and  Idaho. 

(2)  “Cash  discount”  means  a  discount 
to  be  allowed  in  the  case  of  payment  of 
the  purchase  price  on  or  before  the  tenth 
day  of  the  month  following  the  date  of 
delivery  or,  in  the  case  of  sales  to  dis¬ 
tributors,  payment  within  ten  days  of  the 
date  of  delivery. 

(3)  “Building  material  dealer”  means 
any  person  who  customarily  purchases 
material  for  resale  in  the  same  form  to 
ultimate  consumers  or  contractors. 

(4)  “Distributor”  means  any  person 
who  customarily  purchases  the  material 
for  resale  to  building  material  dealers. 

(5)  All  other  words  and  phrases  used 
herein  shall  have  the  same  meaning  as 
in  Maximum  Price  Reg,ulation  No.  188, 
unless  the  context  clearly  requires  other¬ 
wise. 

(c)  Any  tax  imposed  upon  the  use  or 
sale  of  the  material  covered  by  this  or¬ 
der  and  paid  or  borne  by  any  seller  may 
be  passed  on  to  that  seller’s  customer: 
Provided,  That  the  law  imposing  such  tax 
does  not  prohibit  its  being  passed  on: 
And  provided.  That  the  amount  of  such 
tax  is  separately  stated  on  an  invoice 
given  to  the  purchaser. 

(d)  This  order  may  be  revoked, 
amended,  or  corrected  at  any  time. 

This  order  shall  become  effective  No¬ 
vember  10,  1945. 

Issued  this  31st  day  of  October  1945. 

Ben.  C.  Duniway, 

I  Regional  Administrator. 

[P.  R.  Doc.  45-21634;  Filed,  Nov.  30,  1945; 

4:35  p.  m.] 


[Region  vni  Order  0-14  Under  RMPR  2511 

Painting  and  Paperhanging  Services  in 
Northern  Idaho  and  Eastern  Wash¬ 
ington 

For  the  reasons  set  forth  in  an  opin¬ 
ion  Issued  simultaneously  herewith,  and 
under  the  authority  vested  in  the  Re¬ 
gional  Administrator  of  the  Office  of 
Prloe  Administration  by  section  9  of 
Revised  Price  Regulation  No.  251,  it  is 
hereby  ordered: 

(a)  What  this  order  does.  This  order 
establishes  maximum  prices  for  all 
painting  and  paperhanging  services  per¬ 
formed  in  the  following  areas: 


In  the  State  of  Idaho.  The  Counties 
of  Benewah,  Bonner,  Boundary,  Clear¬ 
water,  Idaho,  Kootenai,  Latah.  Lewis, 
Nez  Perce,  and  Shoshone. 

In  the  State  of  Washington.  The 
Counties  of  Adams.  Asotin,  Benton,  Co¬ 
lumbia.  Douglas.  Ferry,  Franklin,  Gar¬ 
field,  Grant,  Lincoln,  Pend  Oreille,  Spo¬ 
kane,  Stevens,  Walla  Walla,  and  Whit¬ 
man,  and  that  portion  of  Okanogan 
County  lying  south  of  a  line  extending 
northeast  from  the  most  northerly  point 
of  Douglas  County. 

(b)  Maximum  prices.  The  maximum 
price  for  painting  and  paperhanging 
services  shall  be  the  sum  of  a  charge  for 
labor,  a  charge  for  the  materials  used, 
and  such  other  charges  as  may  be  per¬ 
mitted  by  this  order.  The  maximum 
charge  for  labor  shall  be  the  sum  of  sepa¬ 
rate  charges  determined  by  multiplying 
the  number  of  hours  of  labor  performed 
in  each  category  by  the  maximum  rate 
provided  for  that  category  by  subpara¬ 
graphs  (b)  (1).  The  maximum  price  of 
the  materials  used  shall  be  as  is  provided 
by  subparagraph  (b)  (2).  The  maxi¬ 
mum  prices  established  by  this  order  in¬ 
clude  all  expenses  and  no  additional 
charge  shall  be  made  for  any  other  cost 
or  Incidental  service  except  as  may  be 
permitted  by  this  order. 

(1)  Maximum  labor  charges — (i)  For 
sellers  who  employ  one  or  more  workmen, 
the  maximum  hourly  rate  for  each  em¬ 
ployee  shall  be  the  legal  labor  cost  per 
hour  multiplied  by  $1.50  (rounded  to  the 
nearest  5  cents).  The  hourly  rate  for 
such  seller  (if  he  performs  some  of  the 
work  himself)  shall  be,  and  the  hourly 
rate  for  each  employee  shall  not  exceed : 


For  sellers  whose  place  of  business 
nearest  to  the  point  where  the 
work  is  performed  is— 

For  all 
paper¬ 
hanging 
and  for 
brush 
painting 
at  levels 
of  75' 
or  le.s8 

For  all 
.spray 
painting; 
and  for 
outside 
brush 
painting 
at  levels 
of  more 
than  75' 

In  Spokane  County  Washington.. 

In  Benton  or  Franxlin  Counties, 
WashiMton;  that  part  of  Oka¬ 
nogan  (county  covered  by  this 
order;  or  that  part  of  Grant 
County,  Washington,  located 
within  the  city  of  (Irand  Coulee 
or  within  3  miles  of  the  limits  of 

$Z20 

1 

$2.00 

such  city . 

In  Kootenai,  Latah,  Nez  Perce,  or 
Shoshone  Counties,  Idaho;  .Aso¬ 
tin  or  W'alla  Walla  Counties, 
Washington;  or  that  part  of 
Whitman  County,  Washington, 
located  within  the  city  of  Pull¬ 
man  or  within  3  miles  of  the 

2.10 

2.50 

limits  of  such  city . 

2.05 

2.45 

In  any  other  area . 

1.00 

2.Z5 

(il)  For  sellers  who  employ  no  work¬ 
men,  but  who  perform  their  own  work 
on  the  Job,  the  basic  maximum  hourly 
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rate  shall  be  80  per  cent  (rounded  to  the 
nearest  5  cents)  of  the  applicable  d<^ars> 
and-cents  rate  provided  in  subparagraph 

(i)  above. 

(iii)  Measvrement  of  houra.  The  to¬ 
tal  number  of  hours  per  workman 
chargeable  against  any  job  Is  to  be  com¬ 
puted  from  the  time  such  workman 
leaves  the  seller’s  shop  or  the  previous 
job  (whichever  Is  later >  until  he  com¬ 
pletes  the  job  (if  he  proceeds  to  another 
job)  or  until  he  returns  to  the  shop  (if 
he  proceeds  there  directly),  excluding, 
however,  any  stops  or  delays  in  transit. 
For  any  job  extending  into  more  than 
one  day,  time  in  transit  to  and  from  the 
job  may  be  charged  only  once.  The 
hours  for  which  charges  are  made  shall 
not  exceed  those  shown  in  the  seller’s 
payroll  nor  those  shown  on  any  records 
or  invoices  which  this  order  may  require 
the  seller  to  prepare,  issue,  or  keep. 

(iv)  Overtime  work  may  be  charged 
for  at  the  rate  of  one  and  one-half  times 
the  rate  provided  above,  but  only  if  per¬ 
formed  at  the  customer’s  reqxiest  and 
only  if  the  employee  (if  any)  is  paid  on 
an  overtime  basis,  and  mly  if  the  work 
is  performed  on  Saturday,  Sunday,  a 
legal  holiday,  or  after  the  performance 
of  eight  hours  of  straight  time  work  on  a 
given  day  and  before  8:00  a.  m.  of  the 
following  day. 

(v)  Minimum  charge.  If  a  job  re¬ 
quires  less  than  one  man-hour,  there 
may  be  collected  a  minimum  charge 
equal  to  the  rate  for  one  hour. 

(2)  Materials.  ’The  maximum  price 
•f  any  materials  used  shall  be  the  max¬ 
imum  price  provided  by  the  appropriate 
maximum  price  regulation  for  sales  of 
such  materials  at  retail  or  the  seller’s 
cost  (not  exceeding  legal  cost)  plus 
33y3%,  whichever  is  lower.  Any  un¬ 
used  materials  charged  to  the  customer 
shall  become  the  property  of  the  cus¬ 
tomer. 

(3)  Other  charges — (i)  Mileage.  For 
necessary  travel  to  and  from  a  job  out¬ 
side  a  seller’s  “free  delivery  zone”,  mile¬ 
age  may  be  charged  at  the  rate  of  5 
cents  per  mile  per  job  per  day.  Milecige 
is  to  be  measured  along  the  most  direct 
customary  route  between  the  seller’s 
nearest  place  of  business  and  the  point 
at  which  the  work  is  performed  and  may 
not  be  charged  for  travel  within  a  sell¬ 
er’s  “free  delivery  zone.”  This  zone  is 
the  area  surrounding  such  place  of  busi¬ 
ness  and  extending  for  the  following  dis¬ 
tance  therefrom: 

Radius  of 
seller’s  "free 

Seller's  location:  .  delivery  zone" 

Spokane  County,  Washington - 20  miles 

All  other  areas _  5  miles 

(c)  Definitions.  (1)  “Painting  and  pa¬ 
perhanging  services”  means  the  pcunting 
of  any  building,  structure,  or  construc¬ 
tion  project,  or  any  part,  fixture,  or 
equipment  thereof,  or  the  application  of 
any  wall  paper  or  decorating  or  surface¬ 
finishing  paper,  or  any  paint,  calcimine, 
shellac,  varnish,  or  any  other  protective 
or  ornamental  coating  thereto,  and  idso 
includes  all  services  incidental  thereto, 
such  as  cleaning  and  preparation  of  sur¬ 
faces,  or  cleaning  of  premises. 


(d)  Jobs  selling  for  more  than  $200.00. 
For  jobs  selling  for  more  than  $200.00  the 
maximum  price  shall  be  the  maximum 
price  provided  by  this  order  or  the  max¬ 
imum  price  provided  by  section  7  of 
Revised  Maximum  Price  Regulation  No. 
251,  whichever  is  lower.  When  determin¬ 
ing  a  price  under  section  7  for  the  pur¬ 
poses  of  this  order,  the  seller  shall  use  the 
sum  of  his  labor  costs,  material  costs,  and 
other  direct  costs,  and  a  margin  not  ex¬ 
ceeding  the  margin  used  on  the  most 
comparable  job  in  the  period  January  1, 
1939,  to  March  31, 1942,  or,  for  sellers  not 
in  business  in  March  1942,  a  margin  not 
exceeding  30%  of  the.  sum  of  labor,  ma¬ 
terial.  and  other  direct  costs. 

(e)  Guaranteed  prices.  Where  a  seller 
offers  to  supply  a  painting  or  paperhang¬ 
ing  service  covered  by  this  order  on  the 
basis  of  a  guaranteed  price,  the  seller 
agreeing  to  charge  a  fixed  amount,  such 
guaranteed  price  may  not  exceed  the 
maximum  price  established  by  this  order. 
With  respect  to  such  job  the  seller  shall 
keep  records  and  furnish  invoices  as  re¬ 
quired  by  other  paragraphs  of  this  order. 

(f)  Lower  prices  than  the  maximum 
prices  established  by  this  order  may  be 
charged,  demanded,  offered,  or  paid. 

(g)  Records  and  invoices.  Every  per¬ 
son' making  sales  subject  to  this  order 
must  keep  a  record  showing  the  time 
spent  by  each  employee  on  each  job  in¬ 
volving  painting  and  paperhanging  serv¬ 
ices,  the  wage  rate  for  such  employee,  the 
names  and  addresses  of  the  buyer  and 
seller,  and  the  location  of  the  job,  and 
the  date  of  its  completion.  Such  seller 
shall  also  furnish  each  customer  an  in¬ 
voice  or  sales  slip  on  which  he  has  item¬ 
ized  the  same  information  and  on  which 
he  has  certified  that  the  price  charged 
does  not  exceed  the  price  permitted  by 
this  Order  No.  G-14  under  Revised  Maxi¬ 
mum  Price  Regulation  No.  251.  These 
records  suid  duplicates  of  such  invoices 
or  such  sales  slips  shall  be  kept  by  the 
seller  at  his  place  of  business  and  shall 
be  available  for  inspection  by  the  OfHce 
of  Price  Administration. 

(h)  Relation  of  this  order  to  Revised 
Maximum  Price  Regulation  No.  251.  Ex¬ 
cept  as  otherwise  provided  in  this  order, 
this  order  supersedes  sections  6,  7,  and 
8  of  Revised  Maximum  Price  Regulation 
No.  251  with  respect  to  sales  covered  by 
this  order.  Except  to  the  extent  they 
are  inconsistent  with  the  provisions  of 
this  order,  however,  all  other  sections  of 
Revised  Maximum  Price  Regulation  No. 
251,  together  with  all  amendments  there¬ 
to  that  have  been  or  may  be  issued,  shall 
app^y  to  sales  covered  by  this  order.  As 
to  such  services  it  also  supersedes  any 
other  order  issued  under  section  9  of 
Revised  Maximum  Price  Regulation  No. 
251. 

(i)  This  order  may  be  revoked, 
amended,  or  corrected  at  any  time. 

This  order  shall  become  effective  No-’ 
vember  26.  1945. 

Issued  this  8th  day  of  November  1945. 

Omr  R.  Kinslxy, 
Acting  Regional  Administrator. 

(P.  R.  Doe.  45-21638:  Piled,  Nov.  80,  1945; 

4 ’.36  p.  m.] 


SECURITIES  AND  EXCHANGE  COM- 
MISSION. 

[Pile  Noe.  54-75,  70-7261 

The  Commonwealth  &  Southern  Corp. 

(Del.) 

ORDER  PXHMrmNC  DICLARATION  TO  BECOME 
EFFECTXVl 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
oflBce  in  the  City  of  Philadelphia,  Pa., 
on  the  29th  day  of  November,  A.  D., 
1945. 

The  Commonwealth  &  Southern  Cor¬ 
poration  (Commonwealth) ,  a  registered 
holding  company,  having  filed  a  declara¬ 
tion  pursuant  to  the  Public  Utility  Hold¬ 
ing  Company  Act  of  1935,  particularly 
section  12  (c)  thereof  and  Rule  U-46 
thereunder,  regarding  the  proposed  pay¬ 
ment  of  a  dividend  of  $1.50  per  share, 
subject  to  approval  by  this  Commission, 
on  the  2nd  day  of  January,  1946,  to 
stockholders  of  record  at  the  close  of  busi¬ 
ness  on  the  7th  day  of  December,  1945, 
on  its  1,482,000  shares  of  preferred  stock 
outstanding,  the  aggregate  amounts  of 
such  dividend  payment  being  $2,223,000; 
and 

Commonwealth  having  stated  in  the 
declaration  that  “The  Board  *  *  * 

recognizes  that  the  restatement  of  the 
carrying  value  of  Commonwealth’s  in¬ 
vestments,  which  restatement  it  is  pro¬ 
posed  in  the  Amended  Plan  will  be  made 
upon  consummation  thereof,  will  result 
in  a  decrease  in  such  carrying  value  in  an 
amount  not  less  than  the  sum  of  (a)  the 
amount  shown  as  ‘Earned  Surplus’  in  the 
balance  sheet  as  at  October  31,  1945  and 
(b)  the  amount  of  net  income  to  be  re¬ 
ceived  subsequent  to  October  31, 1945  and 
prior  to  the  date  of  such  restatement, 
provided  such  restatement  is  completed 
within  some  reasonable  period,  say  by 
June  30,  1946,  and,  accordingly,  the 
‘Earned  Surplus’  accoimt  is  so  qualified 
that.  under  the  rules  and  practice  of  the 
Commission,  payment  of  said  dividend  is 
subject  to  the  requirements  of  Commis¬ 
sion  authorization  under  the  provisions 
of  section  12  (c)  of  the  act  and  Rule 
U-46  in  spite  of  the  fact  that,  as  author¬ 
ized  by  section  34  of  the  Delaware  Gen¬ 
eral  Corporation  Law,  the  source  of  pay¬ 
ment  of  such  dividend  under  such  Law 
is  Commonwealth’s  net  profits  for  the 
current  and  preceding  fiscal  years”;  and 

Said  declaration  having  been  filed  on 
November  9, 1945  and  notice  of  said  filing 
having  been  duly  given  in  the  form  and 
manner  prescribed  by  Rule  U-23  pro¬ 
mulgated  pursuant  to  said  act,  and  the 
Ccrnimission  not  having  received  a  re¬ 
quest  for  a  hearing  with  respect  to  said 
declaration  within  the  period  specified  in 
the  said  notice,  or  otherwise,  and  not 
having  ordered  a  hearing  thereon;  and 

The  Commission  regarding  the  pro¬ 
posed  payment  as  similar  in  principle  to 
those  proposed  by  Commonwealth  and 
permitted  by  the  Commission’s  orders  of 
June  24,  September  13,  November  26, 
1943,  March  8,  June  3,  September  5,  De¬ 
cember  21,  1944,  March  12,  1945,  May  30, 
1945,  and  September  17,  1945.  (Holding 
Company  Act  Releases  Nos.  4383,  4560, 
4709, 4933.  5084, 5268, 5508, 5659, 5833  and 
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6056)  and.  as  in  the  case  of  said  prior 
dividend  payments,  as  being  made  out  of 
capital;  and 

The  Commission  deeming  it  appropri¬ 
ate  in  the  public  interest  and  in  the  in¬ 
terest  of  investors  and  consumers  to 
permit  said  declaration  to  become  effec¬ 
tive;  and 

Commonwealth  having  requested  that 
the  effective  date  of  the  declaration  be 
accelerated  to  facilitate  the  prompt  pay¬ 
ment  of  the  proposed  dividend  to  the 
preferred  stockholders  and  the  Commis¬ 
sion  deeming  it  appropriate  that  such 
request  for  acceleration  be  granted; 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of 
the  Act  and  subject  to  the  terms  and 
conditions  prescribed  in  Rule  U-24,  that 
the  aforesaid  declaration  be,  and  the 
same  hereby  is,  permitted  to  become  ef¬ 
fective  forthwith.  Provided,  however. 
That  this  order  shall  not  be  construed  as 
a  determination  that  such  dividend  pay¬ 
ment  is  or  is  not  taxable  to  the  recipient 
pursuant  to  the  provisions  of  the  Inter¬ 
nal  Revenue  Code,  And  provided  further. 
That  Commonwealth  accompany  the 
dividend  checks  with  a  statement  to  the 


ceeds  of  which  will  be  used  to  redeem  all 
the  outstanding  5y2%  debentures  of 
Railways  at  the  redemption  price  of 
102%,  plus  accrued  interest,  the  issue  and 
sale  to  banks  by  Continental  of  $50,000,- 
000  principal  amount  of  promissory 
notes,  the  proceeds  of  which  will  be  used 
to  redeem  all  the  outstanding  5%  deben¬ 
tures  of  Continental  at  the  redemption 
price  of  10iy2%,  plus  accrued  interest, 
the  issuance  by  Continental  of  additional 
shares  of  common  stock  to  Railways  and 
to  other  holders  of  common  stock  of 
Continental,  the  proceeds  of  which,  to¬ 
gether  with  treasury  cash,  will  be  used 
to  redeem  all  the  publicly  held  7%  Prior 
Preference  Stock  of  Continental  at  the 
call  price  of  $110  per  share,  plus  accrued 
dividends  to  the  date  of  redemption,  and 
related  transactions; 

Railways  and  Continental  having  re¬ 
quested  that  the  Commission  enter  an 
order  finding  that  the  Issues,  transfers 
and  exchanges  of  common  stock  and  7% 
Prior  Preference  Stock  of  Continental 
proposed  in  said  Application  No.  25  are 
necessary  or  appropriate  to  effectuate  the 
provisions  of  section  11  (b)  of  the  act, 
and  that  such  order  conform  to  the 


plied  to  the  redemption  of  Continental’s 
debentures;  and 

It  is  further  ordered.  That  the  issue 
and  transfer  of  192,328  shares  of  common 
stock  of  Continental  to  Railways  in  ex¬ 
change  for  77,317  shares  of  7%  Prior 
Preference  Stock  of  Continental  held  by 
Railways  and  the  surrender  by  Railways 
of  said  shares  of  Prior  Preference  Stock 
to  Continental;  the  issue  and  transfer  by 
Continental  to  Railways  of  225,243  shares 
of  common  stock  for  $9,025,941  in  cash; 
and  'he  issue  and  transfer  by  Continen¬ 
tal  of  additional  shares  of  common  stock 
or  scrip  certificates  to  the  holders  of 
Continental’s  common  stock  in  order  to 
preserve  their  proportionate  interest  in 
the  common  stock  of  Continental  are 
necessary  or  appropriate  to  effectuate 
the  provisions  of  section  11  (b)  of  the 
Public  Utility  Holding  Company  Act  of 
1935.  This  paragraph  is  Included  in  our 
order  at  the  request  of  Railways  and 
Continental  in  view  of  section  1808  (f) 
of  the  Internal  Revenue  Code. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 


effect  (1)  that  the  Commission  regarded 
the  dividend  payment  as  being  made  out 
of  capital  for  purposes  of  the  Public 
Utility  Holding  Company  Act  of  1935 
and  (2)  that  the  Commission’s  state¬ 
ment  to  this  effect  did  not  purport  to  be 
a  determination  that  such  dividend  pay¬ 
ment  is  or  is  not  taxable  to  the  recipient 
pursuant  to  the  provisions  of  the  Inter¬ 
nal  Revenue  Code. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[P.  R.  Doc.  45-21748;  Piled,  Dec.  4.  1945; 

11:58  a.  m.] 


[File  Nos.  59-17,  59-11,  54-25] 

United  Light  and  Power  Co.  et  al. 

ORDER  granting  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  City  of  Philadelphia,  Pa., 
.on  the  28th  day  of  November,  A.  D.  1945. 

In  the  matter  of  'The  United  Light  and 
Power  Company,  the  United  Light  and 
Railways  Company,  American  Light  & 
Traction  Company,  Continental  Gas  & 
Electric  Corporation,  United  American 
Company,  and  lowa-Nebraska  Light  and 
Power  Company,  Respondents,  Pile  No. 
59-17;  The  United  Light  and  Power 
Company  and  Its  Subsidiary  Companies, 
Respondents,  File  No.  59-11;  the  United 
Light  and  Power  Company,  Applicant, 
Pile  No.  54-25.  Application  No.  25. 

The  United  Light  and  Railways  Com¬ 
pany  (“Railways”)  and  subsidiary.  Con¬ 
tinental  Gas  and  Electric  Corporation 
(“Continental”),,  both  registered  holding 
companies,  having  filed  an  application  or 
declaration  with  amendments  thereto, 
designated  as  “Application  No.  25”  pur¬ 
suant  to  the  applicable  provisions  of  the 
Public  Utility  Holding  Company  Act  of 
1935,  particularly  sections  6,  7  and  12 
thereof,  regarding  the  issue  and  sale  to 
banks  by  Railways  of  $25,000,000  princi¬ 
pal  amount  of  promissory  notes,  the  pro¬ 


pertinent  requirements  of  section  1808 
(f)  of  the  Internal  Revenue  Code,  and 
contain  the  recitals,  specifications  and 
itemizations  therein  required; 

A  public  hearing  having  been  held 
after  appropriate  notice,  and  the  Com¬ 
mission  having  considered  the  record 
and  having  made  and  filed  its  findings 
and  opinion  herein: 

It  is  ordered.  That  pursuant  to  the 
applicable  provisions  of  the  Act  and  the 
Rules  and  Regulations  promulgated 
thereunder,  the  aforesaid  application  or 
declaration  is  permitted  to  become  effec¬ 
tive  and  is  granted,  subject  to  the  terms 
and  conditions  prescribed  In  Rule  U-24 
and  to  the  following  additional  con¬ 
ditions; 

(1)  That  so  long  as  any  of  the  notes 
to  be  issued  by  Railways  or  Continental 
are  outstanding.  Railways  may  not, 
without  the  express  approval  of  the  Com¬ 
mission,  declare  or  pay  any  dividends 
on  its  common  stock  aggregating  more 
than  $3,173,838  or  $1  per  present  share 
of  common  stock  outstanding,  in  any 
calendar  year. 

(2)  That  jurisdiction  be  und  is  hereby 
reserved  over  all  fees  and  expenses  to  be 
paid  and  incurred  by  the  applicants  in 
the  consummation  of  the  various  trans¬ 
actions. 

(3)  That  jurisdiction  be  and  is  hereby 
reserved  over  the  issuance  and  sale  of 
common  stock  of  Continental  in  addi¬ 
tion  to  the  417,971  shares  of  such  com¬ 
mon  stock  to  be  Issued  to  Railways  in 
exchange  for  cash  and  7%  Prior  Prefer¬ 
ence  Stock  of  Continental  held  by  Rail¬ 
ways  and  such  shares  of  common  stock 
of  Continental  as  are  issued  to  the  hold¬ 
ers  of  common  stock  of  Continental  other 
than  Railv^ays  in  connection  therewith 
to  preserve  their  proportionate  interest 
in  the  company’s  common  stock. 

It  is  further  ordered.  That  the  juris¬ 
diction  heretofore  reserved  by  the  Com¬ 
mission  over  the  unexpended  proceeds 
of  the  sale  by  Continental  of  its  invest¬ 
ment  in  its  subsidiary,  lowa-Nebraska 
Light  and  Power  Company,  be  and  is 
hereby  released,  such  funds  to  be  ap- 


[P.  R.  Doc.  45-21749;  Filed,  Dec.  4,  1945; 
11:58  a  m.] 


[File  No.  70-1041] 

American  Power  &  Light  Co.  and  Texas 
Electric  Service  Co. 

supplemental  order  releasing  jurisdic¬ 
tion  OVER  LEGAL  FEES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  City  of  Philadelphia,  Penn- 
syljrania,  on  the  29th  day  of  November, 
A.p.  1945. 

The  Commission  having  heretofore  on 
April  20,  1945,  issued  its  order  herein 
granting  a  joint  application  and  per¬ 
mitting  to  become  effective  a  joint  dec¬ 
laration  of  American  Power  &  Light 
Company,  a  registered  holding  company, 
and  its  subsidiary,  Texas  Electric  Service 
Company,  a  public  utility  company,  pur¬ 
suant  to  sections  6  (a) ,  7,  9,  10,  and  12  of 
the  act  with  respect,  among  other  things, 
to  the  issue  and  sale  by  Texas  Electric 
Service  Company  at  competitive  bidding, 
pursuant  to  Rule  U-50,  of  $18,000,000 
principal  amount  of  first  mortgage  bonds 
and  to  the  issue  and  private  sale  of  $2,- 
500,000  principal  amount  of  promi.ssory 
notes,  reserving,  however,  its  jurisdiction 
with  respect  to  all  legal  fees  in  connec¬ 
tion  with  the  transactions;  and 

The  record  having  been  completed 
with  respect  to  the  legal  services  rendered 
by  counsel  for  American  Power  &  Light 
Company,  and  Texas  Electric  Service 
Company  in  connection  with  the  above 
described  transactions  and  by  independ¬ 
ent  counsel  for  the  purchasers  of  said 
bonds;  and  it  appearing  that  the  legal 
fees  of  Reid  and  Priest,  counsel  for 
American  Power  &  Light  Company  and 
Texas  Electric  Service  Company  previ¬ 
ously  estimated  at  $17,500  have  been 
finally  determined  to  be  $15,000  and  the 
legal  fees  of  Cantey,  Hanger,  McMahon, 
McKnight  and  Johnson,  counsel  for 
Texas  Electric  Service  Company  previ¬ 
ously  estimated  at  $17,500  have  been 
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Anally  determined  to  be  $15,000  and  the 
fee  of  Winthrop,  Stimson,  Putnam  and 
Roberts,  counsel  for  the  purchasers  of 
said  securities  previously  estimated  at 
$14,000  having  been  finally  determined 
to  be  $11,455;  and  it  also  appearing  to 
the  Commission  that  such  fees  as  finally 
determined,  under  the  circumstances  of 
this  proceeding,  are  not  unreasonable: 

It  is  hereby  ordered.  That  jurisdiction 
over  the  i>ayment  of  legal  fees,  as  finally 
determined,  to  be  paid  in  connection  with 
the  above  described  transactions  be.  and 
the  same  hereby  is.  released. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

IF.  R.  Doc.  45-21750;  Filed,  Dec.  4.  1»45| 
11:57  a.  m.] 


[File  Noe.  70-1070,  70-10691 

American  Power  &  Light  Co.  and  Texas 
Power  &  Light  Co. 

SUPPLEMENTAL  ORDER  RELEASING  JURISDIC¬ 
TION  OVER  LEGAL  FEES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  City  of  Philadelphia,  Penn¬ 
sylvania,  on  the  29th  day  of  November, 
A.  D.  1945. 

The  Commission  having  heretofore  on 
May  15.  1945  issued  its  order  herein 
granting  a  Joint  application  and  permit¬ 
ting  to  become  effective  a  joint  declara¬ 
tion  of  American  Power  &  Ught  Com¬ 
pany,  a  registered  holding  company,  and 
its  subsidiary,  Texas  Power  &  Light  Com¬ 
pany,  a  public  utility  company,  pursuant 
to  sections  6  (a).  7,  9,  10,  and  12  of  the 
act  with  respect,  among  other  things,  to 
the  issue  and  sale  by  Texas  Power  & 
Light  Company  at  competitive  bidding, 
pursuant  to  Rule  U-50,  of  $26,600,000 
principal  amount  of  First  Mortgage 
Bonds  and  the  issue  and  private  sale  of 
$2,500,000  principal  amount  of  Promis¬ 
sory  Notes,  reserving,  however,  its  juris¬ 
diction  with  respect  to  all  legal  fees  in 
connection  with  the  transactions;  and 

The  record  having  been  completed  with 
respect  to  the  legal  services  rendered  by 
counsel  for  American  Power  &  Light  Com¬ 
pany,  Texas  Power  &  Light  Company  in 
connection  with  the  above  described 
transactions  and  by  independent  counsel 
for  the  purchasers  of  said  bonds;  and  it 
appearing  that  the  legal  fees  of  Reid  and 
Priest,  counsel  for  American  Power  & 
Light  Company  and  Texas  Power  &  Light 
Company  previoudy  estimated  at  $20,000 
have  been  finally  determined  to  be  $15,000 
and  the  legal  fees  of  Burford.  Ryburn, 
Hincks  and  Charlton,  counsel  for  Texas 
Power  k  Light  Company  previously  esti¬ 
mated  at  $25,000  have  been  finally  de¬ 
termined  to  be  $17,500  and  the  fee  of 
Winthrop,  Stimson.  l^tnam  and  Roberts, 
counsel  for  the  purchasers  of  said  securi¬ 
ties  previously  estimated  at  $15,000  hav¬ 
ing  been  finally  determined  to  be  $11,455; 
and  it  also  appearing  to  the  Commission 
that  such  fees  as  finally  determined,  un¬ 
der  the  circumstances  of  this  proceeding, 
are  not  unreasonable; 

It  is  hereby  ordered.  That  jurisdiction 
over  the  payment  of  legal  fees,  as  finally 


determined,  to  he  paid  in  connection  with 
the  above  described  transactions  be,  and 
the  same  hereby  is,  released. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.  45-21751;  Piled,  Dec.  4,  1945; 
11:57  a.  m.] 


[File  No.  70-1125] 

Minnesota  Power  &  Light  Co. 

ORDER  releasing  JURISDICTION  OVER  LEGAL 
FEES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  City  of  Philadelphia,  Pa.,  on 
the  29th  day  of  November,  A.  D.  1945. 

Minnesota  Power  &  light  Company,  an 
electric  utility  company  and  a  registered 
holding  company  subsidiary  of  American 
Power  &  Light  Company,  a  registered 
holding  company,  which  in  turn  is  a 
subsidiary  of  Electric  Bond  and  Share 
Company,  also  a  registered  holding  com¬ 
pany,  having  filed  a  declaration  and 
amendments  thereto  under  sections  6(a) 
and  7  of  the  Public  Utility  Holding  Com¬ 
pany  Act  of  1935,  with  respect  to  the 
issue  and  public  sale  by  Minnesota 
Power  &  light  Company  of  $26,000,000 
principal  amount  of  First  Mortgage 
Bonds  due  1975,  in  accordance  with  Rule 
U-50  (b)  promulgated  under  said  act, 
and  with  respect  to  the  issue  and  private 
sale  by  Minnesota  Power  k  Light  Com¬ 
pany  of  $6,000,000  principal  amount  of 
unsecured  Ten-Year  Serial  Notes  matur¬ 
ing  in  the  amount  of  $600,000  annually, 
the  proceeds  of  sale  of  such  securities 
to  be  used  together  with  treasury  cash 
to  retire  all  of  the  company’s  outstand¬ 
ing  funded  debt;  and 
The  Commission  having,  by  order 
dated  September  6,  1945,  permitted  said 
declaration  as  amended  to  become  effec¬ 
tive,  except  in  certain  respects,  and  said 
order  having,  among  other  things,  re¬ 
served  jurisdiction  with  respect  to  all 
legal  fees  to  be  paid  in  connection  with 
the  said  transaction;  and 

The  Commission  having,  by  supple¬ 
mental  order  dated  September  18,  1945, 
permitted  said  declaration  as  further 
amended  to  become  effective,  and  said 
supplemental  order  having  continued  in 
effect  the  previous  reservation  of  juris¬ 
diction  over  all  legal  fees  to  be  paid  in 
connection  with  said  transactions;  and 
The  record  having  been  completed  in 
respect  of  such  legal  fees  which  consist 
of  fees  for  counsel  for  Minnesota  Power 
k  Light  Company  in  the  amounts  of 
$15,000  for  Reid  &  Priest  and  $15,000  for 
Gillette,  Nye,  Harries  k  Motague,  and  a 
fee  of  $14,000  for  Beekman  &  Bogue, 
coimsel  for  the  successful  bidder  for  said 
bonds,  and  Information  having  been  sub¬ 
mitted  regarding  the  nature  and  extent 
of  the  services  rendered  by  said  respec¬ 
tive  counsel;  and 

The  Commission  having  considered 
the  record  herein  and  finding  that  said 
fees  are  not  unreasonable; 

It  is  ordered.  That  the  jurisdiction 
heretofore  reserved  over  the  legal  fees  to 
be  paid  in  connection  with  the  said  trans¬ 


actions  be,  and  the  same  hereby  is, 
released. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.  45-21752;  Filed,  Dec.  4,  1945; 
11:57  a.  m.] 


[Pile  No.  70-n55] 

Montana  Power  Co. 

ORDER  RELEASING  JURISDICTION  OVER  LEGAL 
FEES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  City  of  Philadelphia  3, 
Pennsylvania,  on  the  29th  day  of  No¬ 
vember,  A.  D.  1945. 

The  Montana  Power  Company,  an 
electric  and  gas  utility  company  sub¬ 
sidiary  of  American  Power  k  light  Com¬ 
pany.  a  registered  holding  company, 
which  in  turn  is  a  subsidiary  of  Electric 
Bond  and  Share  Company,  also  a  regis¬ 
tered  holding  company,  having  filed  a 
declaration  and  amendments  thereto 
under  sections  6  (a)  and  7  of  the  Public 
Utility  Holding  Company  Act  of  1935, 
with  respect  to  the  issue  and  public  sale 
by  The  Montana  Power  Company  of 
$40,000,000  principal  amount  of  First 
Mortgage  Bonds  due  1975  in  accordance 
with  Rule  U-50  promulgated  under  said 
act,  the  proceeds  of  sale  of  such  securi¬ 
ties  to  be  used  together  with  treasury 
cash  to  retire  all  of  the  company’s  out¬ 
standing  funded  debt;  and 

The  Commission  having,  by  order 
dated  October  12.  1945,  permitted  said 
declaration,  as  amended,  to  become  ef¬ 
fective,  except  in  certain  respects,  and 
said  order  having,  among  other  things, 
reserved  jurisdiction  with  respect  to  all 
legal  fees  to  be  paid  in  connection  with 
the  said  transactions;  and 

The  Commission  having  by  supple¬ 
mental  order  dated  October  23,  1945, 
permitted  said  declaration,  as  further 
amended,  to  become  effective,  and  said 
supplemental  order  having  continued  in 
effect  the  previous  reservation  of  juris¬ 
diction  over  all  legal  fees  to  be  paid  in 
connection  with  said  transactions;  and 

The  record  having  been  completed  in 
respect  of  such  legal  fees  which  consist 
of  fees  for  counsel  for  The  Montana 
Power  Company  for  services  in  connec¬ 
tion  with  said  transactions  and,  as  re¬ 
spects  Reid  &  Priest,  for  other  services  as 
hereinafter  stated,  in  the  amounts  of 
$25,000  for  Reid  &  Priest  and  $10,000  for 
R.  H.  Glover,  and  a  fee  of  $20,000  for 
LeBoeuf  k  Lamb,  counsel  for  the  success¬ 
ful  bidder  for  said  bonds,  and  informa¬ 
tion  having  been  submitted  regarding 
the  nature  and  extent  of  the  services 
rendered  by  said  respective  counsel  in 
connection  with  said  transactions  and 
regarding  the  nature  and  extent  of  the 
services  rendered  by  Reid  &  Priest  in  a 
connected  proceeding,  incorporated 
herein,  of  'The  Montana  Power  Company 
before  this  Commission,  compensation 
for  which  services  is  includd^d  in  said  fee 
of  $25,000;  and 

The  Commission  having  considers 
the  record  herein  and  finding  that  said 
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fees,  including  so  much  thereof  as  com¬ 
pensates  Reid  &  Priest  for  services 
rendered  in  said  connected  proceeding, 
are  not  unreasonable: 

It  is  ordered.  That  the  Jurisdiction 
heretofore  reserved  over  the  legal  fees 
to  be  paid  in  connection  with  the  said 
transactions  be,  and  the  same  hereby  is, 
released. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBoIS, 

Secretary. 

(P.  R.  Doc.  45-21753;  Filed,  Dec.  4.  1945; 

11:57  a.  m.] 


[Pile  No.  70-1156] 

American  Power  &  Light  Co.  and  Central 
Arizona  Light  and  Power  Co. 

SUPPLEMENTAL  ORDER  RELEASING  JURISDIC¬ 
TION  OVER  LEGAL  FEES 

At  a  regular  session. of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  City  of  Philadelphia,  Penn¬ 
sylvania,  on  the  29th  day  of  November, 
A.  D.  1945. 

The  Commission  having  heretofore  ori 
November  1,  1945,  issued  its  order  herein 
permitting  to  become  effective  a  declara¬ 
tion  of  American  Power  &  Light  Com¬ 
pany  (“American”),  a  registered  holding 
company  pursuant  to  sections  12  (b),  12 
(d),  and  12  (f)  of  the  act  with  respect, 
among  other  things,  to  the  sale  at  com¬ 
petitive  bidding,  pursuant  to  Rule  U-50, 
of  840,000  shares  of  the  common  stock  of 
Central  Arizona  Light  and  Power  Com¬ 
pany,  a  public  utility  subsidiary  of  Amer¬ 
ican,  reserving,  however,  its  jurisdiction 
with  respect  to  all  legal  fees  to  be  paid  in 
connection  with  the  proposed  transac¬ 
tions:  and 

The  record  having  been  completed  with 
respect  to  the  legal  services  rendered  by 
counsel  for  American  and  Central  Ari¬ 
zona  Light  and  Power  Company  in  con¬ 
nection  with  the  above-described  trans¬ 
actions  and  by  independent  counsel  for 
the  purchasers  of  the  said  common  stock; 
and  it  appearing  to  the  Commission  that 
such  legal  fees,  under  the  circumstances 
of  this  proceeding,  are  not  unreasonable : 

It  is  hereby  ordered.  That  Jurisdiction 
over  the  payment  of  the  legal  fees  to  be 
paid  in  connection  with  the  above-de¬ 
scribed  transactions  be,  and  the  same 
hereby  is,  released. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.  45-21754;  Filed,  Dec.  4,  1945; 
11:67  a.  m.] 


[File  No.  70-1180] 

Buffalo  Niagara  Electric  Corp. 

ORDER  GRANTma  APPLICATION 

At  a  regular  session  of  the  Securities 
And  Exchange  Commission,  held  at  its 
office  in  the  City  of  Philadelphia,  Pennsyl¬ 
vania,  on  the  29th  day  of  November  1945. 

Buffalo  Niagara  Electric  Corporation,  a 
subsidiary  of  Niagara  Hudson  Power 
Corporation,  in  turn  a  subsidiary  of  The 
United  Corporation,  a  registered  holding 


company,  having  filed  an  application  un¬ 
der  Section  6  (b)  of  the  Public  Utility 
Holding  Company  Act  of  1935  for  exemp¬ 
tion  from  the  provisions  of  section  6  (a) 
thereof  for  the  issuance  and  sale,  in  ac¬ 
cordance  with  the  competitive  bidding 
requirements  of  Rule  U-50,  of  $56,929,000 
principal  amount  of  First  Mortgage 
Bonds  due  November  1,  1975,  the  pro¬ 
ceeds  thereof,  together  with  other  funds 
to  be  supplied  by  the  company,  to  be 
used  for  the  redemption  of  $56,929,000 
principal  amount  of  funded  debt  issued 
or  assumed  by  the  applicant;  and 
,  A  public  hearing  having  been  held  after 
appropriate  notice  and  the  Commission 
having  considered  the  record  and  having 
made  and  filed  its  findings  and  opinion 
therein; 

It  is  ordered.  That  said  application  be, 
and  the  same  hereby  is,  granted,  subject 
to  the  terms  and  conditions  prescribed  in 
Rule  U-24  and  to  the  following  further 
conditions  with  respect  to  the  proposed 
issue  and  sale  of  said  First  Mortgage 
Bonds: 

(1)  That  Buffalo  Niagara  Electric  Cor¬ 
poration  obtain  from  the  Public  Service 
Commission  of  the  State  of  New  York  a 
final  order  expressly  authorizing  the  issue 
and  sale  of  said  First  Mortgage  Bonds; 
and 

(2)  That  the  proposed  issue  and  sale 
of  said  First  Mortgage  Bonds  shall  not 
be  consummated  until  the  results  of  com¬ 
petitive  bidding,  pursuant  to  Rule  U-50, 
shall  have  been  made  a-4natter  of  record 
in  this  proceeding  and  a  further  order 
shall  have  been  entered  by  this  Commis¬ 
sion  in  the  light  of  the  record  so  com¬ 
pleted,  which  order  may  contain  such 
further  terms  and  conditions  as  may  then 
be  deemed  appropriate. 

It  is  further  ordered.  That  Jurisdiction 
be,  and  hereby  is,  reserved  over  the  pay¬ 
ment  of  all  legal  fees  and  expenses  of 
counsel  in  connection  with  the  proposed 
transactions,  including  the  fees  and  ex¬ 
penses  of  counsel  for  the  successful 
bidders. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[P.  R.  Doc.  45-21755;  Piled,  Dec.  4,  1945; 

11:58  a.  m.] 


[Pile  Nos.  70-1197,  54-124,  69-79] 
Seattle  Gas  Co. 

NOTICE  OF  FILING  AND  ORDER  FOR  HEARING 
AND  CONSOLIDATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  City  of  Philadelphia,  Pa.,  on 
the  3d  day  of  December  1945. 

Notice  Is  hereby  given  that  Seattle  Gas 
Company  (Seattle),  a  public  utility  sub¬ 
sidiary  of  Portland  Electric  Power  Com¬ 
pany  and  Portland  General  Electric 
Company,  registered  holding  companies, 
has  filed  an  application  with  this  Com¬ 
mission  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935,  particu¬ 
larly  section  6  (b)  thereof  and  Rule  U-50 
promulgated  thereimder. 

All  Interested  persons  are  referred  to 
said  application,  which  is  on  file  in  the 


office  of  said  Commission,  for  a  state¬ 
ment  of  the  transactions  therein  pro¬ 
posed,  which  are  summarized  as  follows: 

Seattle  proposes  to  issue  and  sell,  at 
a  price  to  be  determined  by  competitive 
bidding,  $4,800,000  principal  amount  of 

First  Mortgage  Bonds, _ %  Series  due 

1976.  The  net  proceeds  from  the  sale 
of  the  bonds  proposed  to  be  issued  will 
be  applied  by  the  company  to  the  re¬ 
demption  on  April  1,  1946,  of  $4,678,250 
principal  amount  of  Seattle’s  First  and 
Refunding  Mortgage  :3onds,  5%  Series 
A,  due  October  1,  1954,  presently  out¬ 
standing,  at  102*^%  of-  the  principal 
amount  thereof,  or  $4,795,206.25.  The 
balance  of  $32,250  principal  amount  of 
such  First  and  Refunding  Mortgage 
Bonds,  5%  Series  A,  held  in  the  treasury 
of  the  company  will  be  surrendered  to  the 
trustee  under  the  mortgage  securing  such 
bonds  at  or  prior  to  the  time  of  issuance 
and  sale  of  the  First  Mortgage  Bonds, 

_ %  Series  due  1976.  Seattle  further 

proposes  to  use  its  treasury  funds  to  pay 
accrued  interest  payable  to  April  1,  1946. 
It  is  also  provided  that  treasury  funds 
will  be  used  to  the  extent  that  the  pro¬ 
ceeds  from  the  sale  of  the  bonds  are  not 
sufficient  to  pay  any  balance  of  the  re¬ 
demption  price.  To  the  extent,  if  any, 
that  such  proceeds  exceed  the  amount 
required  for  such  redemption,  the  excess 
will  be  added  to  the  general  funds  of  the 
company  to  reimburse  it  in  part  for  the 
cost  of  net  additions  to  its  utility  plant 
made  during  the  period  from  January  1, 
1944  to  August  31,  1945,  inclusive,  in  the 
amount  of  $192,342. 

The  proposed  issue  and  sale  of  the  new 
bonds  is  subject  to  the  applicant  obtain¬ 
ing  the  express  authorization  of  the  De¬ 
partment  of  Public  Utilities  of  the  State 
of  Washington,  in  which  state  Seattle 
is  organized  and  doing  business. 

It  appearing  to  the  Commission  that 
it  is  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con¬ 
sumers  that  a  hearing  be  held  with  re¬ 
spect  to  such  matters  and  that  said  ap¬ 
plication  shall  not  be  granted  except  pur¬ 
suant  to  further  order  of  the  Commis¬ 
sion;  and 

It  further  appearing  to  the  Commis¬ 
sion  that  evidence  bearing  on  the  matters 
recited  above  and  upon  the  questions  to 
be  determined  is  contained  in  the  record 
of  the  proceedings  before  this  Commis¬ 
sion  entitled  “In  the  Matter  of  Seattle 
Gas  Company,  File  No.  54-124,  File  No. 
59-79”;  and 

It  further  appearing  that  the  trial  ex¬ 
aminer  heretofore  designated  to  preside 
at  the  hearings  (File  No.  54-124,  Rle  No. 
59-79)  is  unable  to  preside  at  the  time 
hereinafter  mentioned  and  that  a  new 
trial  examiner  should  be  designated  at 
the  consolidated  hearings  herein; 

It  is  ordered.  That  the  proceeding  in 
this  matter  (File  No.  79-1197)  and  the 
proceedings  heretofore  commenced  and 
instituted  by  the  Commission  (File  No. 
54-124,  File  No.  59-79)  be  and  they  here¬ 
by  are  consolidated  and  that  a  consoli¬ 
dated  hearing  under  the  applicable  pro¬ 
visions  of  the  act  and  rules  of  the  Com¬ 
mission  promulgated  thereunder  be  held 
on  December  17,  1945  at  10:00  a.  m., 
e.  s.  t.,  at  the  offices  of  the  Securities  and 
Elxchange  Commission,  16th  and  Locust 
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Streets.  Philadelphia  3,  Pennsylvania,  In 
such  room  as  the  hearing  room  clerk  in 
Room  318  will  at  that  time  designate.  All 
persons  desiring  to  be  heard  or  otherwise 
wishing  to  participate  in  the  proceed¬ 
ings  shall  file  with  the  Commission,  on  or 
before  December  14,  1945,  a  written  re¬ 
quest  relative  thereto,  as  provided  by 
Rule  XVII  of  the  rules  of  practice  of  the 
Commission. 

It  is  further  ordered.  That  the  Secre¬ 
tary  of  the  Commission  shall  serve  notice 
of  this  order  by  mailing  copies  thereof  by 
regsitered  mail  to  the  applicant  and  to 
the  Department  of  Public  Utilities  of  the 
State  of  Washington  and  that  notice 
shall  be  given  to  all  other  persons  by 
publication  thereof  In  the  Federal 
Register. 

It  is  further  ordered.  That  Richard  E. 
Townsend,  or  any  other  officer  or  officers 
of  the  Commission  designated  by  the 
Commission  for  that  purpose,  be.  and  he 


Is  hereby,  designated  to  preside  at  such 
consolidated  hearing,  in  lieu  of  the  trial 
examiner  heretofore  designated  to  pre¬ 
side  at  the  hearing  “In  the  Matter  of 
Seattle  Gas  Company,  Pile  No.  54-124, 
Pile  No.  59-79”,  and  the  said  Richard  E. 
Townsend  is  hereby  granted  all  the  pow¬ 
ers  heretofore  granted  to  the  trial  ex¬ 
aminer  so  heretofore  designated. 

It  is  further  ordered.  That  without 
limiting  the  scope  of  the  issues  presented 
by  said  application,  particular  attention 
will  be  directed  at  the  hearing  to  the  fol¬ 
lowing  matters  and  questions: 

1.  Whether  the  proposed  issue  and 
sale  of  the  new  bonds  is  solely  for  the 
purpose  of  financing  the  biLsiness  of  the 
applicant  and  will  have  been  expressly 
authorized  by  the  State  Commission  of 
the  state  in  which  the  applicant  is  or¬ 
ganized  and  doing  business. 

2.  Whether  and  to  what  extent  it  is 
appropriate  in  the  public  Interest  and 


for  the  protection  of  Investors  and  con¬ 
sumers  to  attach  terms  and  conditions 
with  respect  to  the  proposed  issue  and 
sale. 

It  is  further  ordered.  That  jurisdic¬ 
tion  be  and  is  hereby  reserved  to  sepa¬ 
rate.  whether  for  hearing,  in  whole  or 
in  part,  or  for  disposition,  in  whole  or 
in  part,  any  of  the  issues,  questions,  or 
matters  hereinbefore  set  forth  or  which 
may  arise  in  these  proceedings,  or  to  con 
solidate  with  these  proceedings  other 
filings  or  matters  pertaining  to  said  con 
solidated  proceedings  or  to  take  such 
other  action  as  may  appear  conducive  to 
an  orderly,  prompt  and  economical  dis 
position  of  the  matte/s  Involved. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 
Secretary. 


(P.  R.  Doc.  45-21766;  Piled,  Dec.  4,  1945; 
11:58  a.  m.] 


